lest Reocn 


ACCELQ 


Test Suite - Rescheduling & Cancellation Scenarios 


Test Suite: Rescheduling & Cancellation Scenarios 


Completed | Duration : 3:02:30 Thu, 16 Nov 2023 18:12:00 GMT (3 runs) 


16 


TEST CASES 


Job ID 

Agent Name 
App Environment 
Browser Testing 


16 0 


PASSED FAILED 


11989 
AmruthaGadikanVM 
caresuat 

Windows & Chrome 


Summary 
Is CTC Reschedules Tumor Specimen Pick-up before submitting the Passed 
order 


0:04:20 | R_Scenario 01: CTC Reschedules Tumor Specimen Pick-up 
Before Submitting the order 


2 CTC Reschedules Tumor Specimen Pick-up after submitting the order Passed 


0:06:07 | R_Scenario 02: CTC Reschedules Tumor Specimen Pick-up 
after submitting the order 


a, CTC Reschedules Tumor Specimen Pick-up after Lot Assignment Passed 


0:11:01 | R_Scenario 03: CTC Reschedules Tumor Specimen Pick-up 
after Lot Assignment 


4. CM Reschedules Tumor Specimen Pick-up after submitting the order Passed 


0:07:14 | R_Scenario 04 & 05 : CM Reschedules Tumor Specimen Pick- 
up after submitting the order 


1 of 90 


Test Report ‘CCELQ 


5. CTC Reschedules Tumor Specimen Pick-up after submitting the order Passed 


0:08:10 | R_Scenario 07: CTC Reschedules Tumor Specimen Pick-up 
after submitting the order 


6. Reschedules Tumor Specimen Pick-up Before Submitting the order Passed 


0:05:37 | R_Scenario 09: Reschedules Tumor Specimen Pick-up Before 
Submitting the order 


a CM Reschedules Tumor Specimen Pick-up after Lot Requested & Passed 
Cancel 


0:07:10 | R_Scenario 10: CM Reschedules Tumor Specimen Pick-up 
after Lot Requested & Cancel 


8. CM Cancel the order after Order Approval Passed 


0:05:49 | CancelOrder_Scenario 11: CM Cancel the order after Order 
Approval 


9. CM Cancel the order after Tumor Procurement Passed 


0:25:41 | CancelOrder_Scenario 13: CM Cancel the order after Tumor 
Procurement 


10. CM Cancel the order after MFG Start (Day 0) Processing Passed 


0:33:14 | CancelOrder_Scenario 14: CM Cancel the order after MFG 
Start (Day 0) Processing 


11. US_36476 - System Story/Repopulate FP Shipping & FP Delivery Dates Passed 
on the TIL Order Record Upon Tumor Tissue Pick-Up Reschedule 


0:06:05 | US_36476 - System Story/Repopulate FP Shipping & FP 
Delivery Dates on the TIL Order Record Upon Tumor Tissue Pick-Up 
Reschedule 


12. US_14119 - System Story/Recalculate Golden Path Dates when Tumor Passed 
Tissue Pick-Up is Rescheduled 


0:07:34 | US_14119 - System Story/Recalculate Golden Path Dates 
when Tumor Tissue Pick-Up is Rescheduled 


13. CM Reschedules Tumor Specimen Pick-up after Lot Assignment Passed 


0:12:24 | R_Scenario 06: CM Reschedules Tumor Specimen Pick-up 
after Lot Assignment 
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Test Report ‘CCELQ 
14. CM Reschedules Tumor Specimen Pick-up after submitting the order Passed 
0:08:01 | R_Scenario 08: CM Reschedules Tumor Specimen Pick-up 
after submitting the order 
15. CTC Reschedules Tumor Specimen Pick-up after Lot Assignment Passed 
0:11:23 | CancelOrder_Scenario 12: CM Cancel the order after Lot 
Assignment 
16. US_37331 - System Story/Update Lifecycle States and Flags for a Passed 
Canceled TIL Order 
0:06:59 | US_37331 - System Story/Update Lifecycle States and Flags 
for a Canceled TIL Order 
Details 
cP CTC Reschedules Tumor Specimen Pick-up before submitting the 
order 
0:04:20 | R_Scenario 01: CTC Reschedules Tumor Specimen Pick-up 
Before Submitting the order 
1. Invoke Browser Passed 
Input: 
URL https://iovancecares--caresuat.sandbox.my.site.com/ 
hospitalPortalCommercial/s/login 
2. Login to Hospital Portal Passed 
Input: 
password E58+axk4jGvwWBKPSWtZPA== 
Rolelnput Cell Therapy Coordinator 
ATClinput Santa Monica (Official Test) 
username helen.ctc.off@iovance.com.caresuat 
Output: 
ATCValue Santa Monica (Official Test) 
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Test 


Report 


Click Patient Registration Button 


Output: 
ATCHomeOutput 


Patient Information 
Output: 
currenttime 
TreatingPhyOutput 
DOB 

First Name 
Zipcode 

full name 


Indication 

Input: 

last name 
incomplete bubbles 
first name 
completed bubbles 
Output: 
patient_name 
COlnumber 

DOB 


Upload PCF 

Input: 

number 

Patient Name 
PatientConsentForm 
date of birth 


Output: 
coi number 


OptOut 
Input: 


231116204021 

William Physician (Official Test) 
TIF16/1976 
Autotest_anSEv231116204021 

55831 

cigniti, Autotest_anSEv231116204021 


cigniti 

4 
Autotest_anSEv231116204021 
1 


cigniti, Autotest_anSEv231116204021 
202311071A 
DOB: 16 Nov 1976 


202311071A 

cigniti, Autotest_anSEv231116204021 
TestData/Patient Consent Form.pdf 
DOB: 16 Nov 1976 


ANCCELQ 


Passed 


Passed 


Passed 


Passed 


Passed 
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Test 


1G) 


1 


—- 


Ve 


Report 


coi number 
Patient Name 
date of birth 


Select_Pickup 

Input: 

coi number 

Patient Name 

date of birth 

Output: 

procurement surgeon 
hour 

delivery date 

pickup date 


Invoke Browser 
Input: 
URL 


Login to Hospital Portal 
Input: 

password 

Rolelnput 

ATCinput 

username 

Output: 

ATCValue 


. CTCPortal_ButtonClicks 


Input: 
ButtonName 


Click Respective Patient 
Input: 


ANCCELQ 


cigniti, Autotest_anSEv231116204021 
DOB: 16 Nov 1976 


Passed 


cigniti, Autotest_anSEv231116204021 
DOB: 16 Nov 1976 


Harold Surgeon (Official Test) 
7:15 AM 

Monday, 9 Oct 2023 

Tuesday, 26 Dec 2023 


Passed 


https://iovancecares--caresuat.sandbox.my.site.com/ 
hospitalPortalCommercial/s/login 


Passed 
E58+axk4jGvwWBKPSWtZPA== 
Cell Therapy Coordinator 
Santa Monica (Official Test) 
helen.ctc.off@iovance.com.caresuat 
Santa Monica (Official Test) 

Passed 
RESCHEDULE A PICK-UP FOR A PATIENT 

Passed 
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Test Report ‘CCELQ 


Patient type : 

patient name cigniti, Autotest_anSEv231116204021 
data_orderstate = 

Output: 

clicked_patient - 


13. Reschedule_Rscenario_01 Passed 
Output: 
pickup_date Saturday, 25 Nov 2023 
2; CTC Reschedules Tumor Specimen Pick-up after submitting the 
order 


0:06:07 | R_Scenario 02: CTC Reschedules Tumor Specimen Pick-up 
after submitting the order 


1. Invoke Browser Passed 
Input: 
URL https://iovancecares--caresuat.sandbox.my.site.com/ 


hospitalPortalCommercial/s/login 


2. Login to Hospital Portal Passed 
Input: 
password E58+axk4jGvwWBKPSWtZPA== 
Rolelnput Cell Therapy Coordinator 
ATClInput Santa Monica (Official Test) 
username helen.ctc.off@iovance.com.caresuat 
Output: 
ATCValue Santa Monica (Official Test) 
3. Click Patient Registration Button Passed 
Output: 
ATCHomeOutput = 
4. Patient Information Passed 
Output: 
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Test 


Report 


currenttime 
TreatingPhyOutput 
DOB 

First Name 
Zipcode 

full name 


Indication 

Input: 

last name 
incomplete bubbles 
first name 
completed bubbles 
Output: 
patient_name 
COlnumber 

DOB 


Upload PCF 

Input: 

number 

Patient Name 
PatientConsentForm 
date of birth 

Output: 

coi number 


OptOut 

Input: 

coi number 
Patient Name 
date of birth 


Select_Pickup 
Input: 


231116204439 

William Physician (Official Test) 

TA TG/ 1989 
Autotest_uKylp231116204439 

59177 

cigniti, Autotest_uKylp231116204439 


cigniti 

4 
Autotest_uKylp231116204439 
1 


cigniti, Autotest_uKylp231116204439 
202311072A 
DOB: 16 Nov 1989 


202311072A 

cigniti, Autotest_uKylp231116204439 
TestData/Patient Consent Form.pdf 
DOB: 16 Nov 1989 


cigniti, Autotest_uKylp231116204439 
DOB: 16 Nov 1989 


ANCCELQ 


Passed 


Passed 


Passed 


Passed 
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Test 


10. 


Report 


coi number 

Patient Name 

date of birth 

Output: 

procurement surgeon 
hour 

delivery date 

pickup date 


Review_Submit 
Input: 

zipcode 

coi number 
pickup time 
last name 
verify coi 
Patient Name 
first name 
surgeon name 
date of birth 
pickup date 
delivery date 
Output: 

verify coi number 


LoadURL 
Input: 
PassInputURL 


ANCCELQ 


cigniti, Autotest_uKylp231116204439 
DOB: 16 Nov 1989 


Harold Surgeon (Official Test) 
9:15 AM 

Tuesday, 14 Nov 2023 
Tuesday, 26 Dec 2023 


Passed 


S977 

9:15 AM 

cigniti 

202311072A 

cigniti, Autotest_uKylp231 116204439 
Autotest_uKylp231116204439 

Harold Surgeon (Official Test) 

DOB: 16 Nov 1989 

Tuesday, 26 Dec 2023 

Tuesday, 14 Nov 2023 


202311072A 


Passed 


https://iovancecares--caresuat.sandbox.my.salesforce.com 


11. Login to Health Cloud Portal Passed 
Input: 
password GibY8gNH2IXtsU3Rc/FwcA== 
username timcm@iovance.com.caresuat 

12. Approve TIL Order Request For Rescheduling Passed 


Input: 
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Test 


135 


14. 


ile, 


16. 


ANCCELQ 


Report 


SrERoO 
verify coi 


Test Data/Patient Consent Form.pdf 
202311072A 


coinumber 202311072A 


Output: 


COI Number String In 
Case Manage... 


Tumor Tissue PickUp 
Date String ... 


Tumor Tissue PickUp - 
Date Storage... 


verify coi number - 


Final Product Delivery Female 
Date Stri... 


202311072A 


12/26/2023 


Perform LogOut (Health Cloud) Passed 


LoadURL 
Input: 
PassInputURL 


Passed 


https://iovancecares--caresuat.sandbox.my.site.com/ 
hospitalPortalCommercial/s/login 


Login to Hospital Portal Passed 
Input: 

password E58+axk4jGvwWBKPSWtZPA== 

Rolelnput Cell Therapy Coordinator 

ATClInput Santa Monica (Official Test) 

username helen.ctc.off@iovance.com.caresuat 

Output: 

ATCValue Santa Monica (Official Test) 

Click Reschedule A Pick Up For Patient Passed 


Input: 


Patient Name 


Tumor Tissue Surgeon 
dropdown va... 


COI Number 


Output: 


cigniti, Autotest_uKylp231 116204439 


202311072A 
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Test 


Report 


hour 


pick up date value after 
resched... 


final product delivery date 


valu... 


Tumor Tissue Surgeons 
Dropdown v... 


final prod delivery date 
after R... 


patientcustom table 
pick up date value 


‘CCELQ 
(ey RS) 
Saturday, 25 Nov 2023 
Tuesday, 14 Nov 2023 
[ "Harold Surgeon (Official Test)" ] 


Wednesday, 27 Dec 2023 


Tuesday, 26 Dec 2023 


CTC Reschedules Tumor Specimen Pick-up after Lot Assignment 
0:11:01 | R-Scenario 03: CTC Reschedules Tumor Specimen Pick-up 


after Lot Assignment 


Invoke Browser 
Input: 
URL 


Passed 


https://iovancecares--caresuat.sandbox.my.site.com/ 
hospitalPortalCommercial/s/login 


Login to Hospital Portal Passed 
Input: 

password E58+axk4jGvwWBKPSWtZPA== 

Rolelnput Cell Therapy Coordinator 

ATClInput Santa Monica (Official Test) 

username helen.ctc.off@iovance.com.caresuat 

Output: 

ATCValue Santa Monica (Official Test) 

Click Patient Registration Button Passed 
Output: 

ATCHomeOutput 2 

Patient Information Passed 


Output: 
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Test 


Report 


currenttime 
TreatingPhyOutput 
DOB 

First Name 
Zipcode 

full name 


Indication 

Input: 

last name 
incomplete bubbles 
first name 
completed bubbles 
Output: 
patient_name 
COlnumber 

DOB 


Upload PCF 

Input: 

number 

Patient Name 
PatientConsentForm 
date of birth 

Output: 

coi number 


OptOut 

Input: 

coi number 
Patient Name 
date of birth 


Select_Pickup 
Input: 


231116205044 

William Physician (Official Test) 
11/16/1987 
Autotest_GNXAi231116205044 

5129) 

cigniti, Autotest_GNXAi231116205044 


cigniti 

4 
Autotest_GNXAi231116205044 
1 


cigniti, Autotest_GNXAi231116205044 
202311074A 
DOB: 16 Nov 1987 


202311074A 

cigniti, Autotest_GNXAi231116205044 
TestData/Patient Consent Form.pdf 
DOB: 16 Nov 1987 


cigniti, Autotest_GNXAi231116205044 
DOB: 16 Nov 1987 


ANCCELQ 


Passed 


Passed 


Passed 


Passed 
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Test 


10. 


Report 


coi number 

Patient Name 

date of birth 

Output: 

procurement surgeon 
hour 

delivery date 

pickup date 


Review_Submit 
Input: 

zipcode 

coi number 
pickup time 
last name 
verify coi 
Patient Name 
first name 
surgeon name 
date of birth 
pickup date 
delivery date 
Output: 

verify coi number 


LoadURL 
Input: 
PassInputURL 


ANCCELQ 


cigniti, Autotest_GNXAi231116205044 
DOB: 16 Nov 1987 


Harold Surgeon (Official Test) 
12:15 AM 

Wednesday, 15 Nov 2023 
Tuesday, 26 Dec 2023 


Passed 


51291 

12:15 AM 

cigniti 

202311074A 

cigniti, Autotest_GNXAi231116205044 
Autotest_GNXAi231116205044 

Harold Surgeon (Official Test) 

DOB: 16 Nov 1987 

Tuesday, 26 Dec 2023 

Wednesday, 15 Nov 2023 


202311074A 


Passed 


https://iovancecares--caresuat.sandbox.my.salesforce.com 


11. Login to Health Cloud Portal Passed 
Input: 
password GibY8gNH2IXtsU3Rc/FwcA== 
username timcm@iovance.com.caresuat 

12. Approve TIL Order Request Passed 


Input: 


12 of 90 


Test 


lS 


14 


sy 


16. 


We 


Report 


SPL PO 
coinumber 
patient_name 


PassInputURL 


Login to CMO Portal 
Input: 

password 
username_wuxi 
Manufacturing Plant 
username 
password_wuxi 


Navigate to Lot Record 
Input: 


ANCCELQ 


TestData/3PL PO.pdf 
202311074A 
cigniti, Autotest_GNXAi231116205044 


Output: 
patient full name Autotest_GNXAi231116205044 cigniti 
list [ "cigniti", "Autotest_GNXAi231116205044" | 
plant_name ICTC 
Get Manufacturing Plant Passed 
Input: 
3PERO - 
coinumber 202311074A 
patient_name cigniti, Autotest_GNXAi231116205044 
Output: 
Manufacturing Plant ICTC 
patient full name Autotest_GNXAi231116205044 cigniti 
list [ "cigniti", "Autotest_GNXAi231116205044" | 
earliest final product ship 11/13/2023 
date 
final product delivery date 11/15/2023 
. Perform LogOut (Health Cloud) Passed 
LoadURL Passed 
Input: 


https://iovancecares--caresuat.sandbox.my.site.com/cmo/s/ 
login 


Passed 
OQL1AZbNhvS09q1t3Vq9zA== 
meganwuximfq@iovance.com.caresuat 
lene 
isaacictcmfq@iovance.com.caresuat 
NdJfExjRW9XyCKW8afwpMg== 

Passed 
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Test 


iis), 


19. 


20) 


2 


——si 


pas 


Report 


patient name 
coi_number 
Output: 

table cell 


Provide Lot Number 
Input: 

patient name 
coi_number 

Output: 

LCOI 


LoadURL 
Input: 
PassInputURL 


Login to CMO Portal 
Input: 

password 
username_wuxi 
Manufacturing Plant 
username 
password_wuxi 


. Navigate to Lot Record 


Input: 
patient name 
coi_number 
Output: 

table cell 


Verify Lot Number 
Input: 

patient name 
coi_number 
Output: 


ANCCELQ 


cigniti, Autotest_GNXAi231116205044 
202311074A 


Passed 
cigniti, Autotest_GNXAi231116205044 
202311074A 
L202311074A 

Passed 


https://iovancecares--caresuat.sandbox.my.site.com/cmo/s/ 
login 


Passed 


OQL1AZbNhvS09q1t3Vq9zA== 
melvinwuximfq@iovance.com.caresuat 
ICTC 
meganictcmfq@iovance.com.caresuat 
NdJfExjRW9XyCKW8afwpMg== 


Passed 


cigniti, Autotest_GNXAi231116205044 
202311074A 


Passed 


cigniti, Autotest_GNXAi231116205044 
202311074A 
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Test 


ZS 


24. 


Z 


o1 


Report 
ActualPDFFilePath 


Coil 
Barcodeno 


GoldenPath_FP 
ShippingDate 
GoldentPath_ESTTD 


LoadURL 
Input: 
PassInputURL 


Login to Hospital Portal 
Input: 

password 

Rolelnput 

ATCinput 

username 

Output: 

ATCValue 


. Click Reschedule A Pick Up For Patient 


Input: 
Patient Name 


Tumor Tissue Surgeon 
dropdown va... 


COl Number 
Output: 


ANCCELQ 


D:/Users/Amrutha.Gadikan/ACCELQAgent/AgentInstances/ 
agent/user_data/\\TestData\\PDF Downloads\\16 Nov 
2023\\202311074A\\20-1 1252... 


L202311074A 
202311074A-L202311074A 


Passed 


https://iovancecares--caresuat.sandbox.my.site.com/ 
hospitalPortalCommercial/s/login 


Passed 
E58+axk4jGvwWBKPSWtZPA== 
Cell Therapy Coordinator 
Santa Monica (Official Test) 
helen.ctc.off@iovance.com.caresuat 
Santa Monica (Official Test) 

Passed 


cigniti, Autotest_GNXAi231116205044 


202311074A 
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Test Report ‘CCELQ 


hour Pas 

pick up date value after Saturday, 25 Nov 2023 
resched... 

final product delivery date Wednesday, 15 Nov 2023 
valu... 

Tumor Tissue Surgeons _ ["Harold Surgeon (Official Test)" ] 
Dropdown v... 

final prod delivery date Wednesday, 27 Dec 2023 
after R... 

patientcustom table - 

pick up date value Tuesday, 26 Dec 2023 


4. CM Reschedules Tumor Specimen Pick-up after submitting the order 


0:07:14 | R_Scenario 04 & 05: CM Reschedules Tumor Specimen Pick- 
up after submitting the order 


1. Invoke Browser Passed 
Input: 
URL https://iovancecares--caresuat.sandbox.my.site.com/ 


hospitalPortalCommercial/s/login 


2. Login to Hospital Portal Passed 
Input: 
password E58+axk4jGvwWBKPSWtZPA== 
Rolelnput Cell Therapy Coordinator 
ATClInput Santa Monica (Official Test) 
username helen.ctc.off@iovance.com.caresuat 
Output: 
ATCValue Santa Monica (Official Test) 
3. Click Patient Registration Button Passed 
Output: 
ATCHomeOutput 2 
4. Patient Information Passed 
Output: 
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Test 


Report 


currenttime 
TreatingPhyOutput 
DOB 

First Name 
Zipcode 

full name 


Indication 

Input: 

last name 
incomplete bubbles 
first name 
completed bubbles 
Output: 
patient_name 
COlnumber 

DOB 


Upload PCF 

Input: 

number 

Patient Name 
PatientConsentForm 
date of birth 

Output: 

coi number 


OptOut 

Input: 

coi number 
Patient Name 
date of birth 


Select_Pickup 
Input: 


231116210148 

William Physician (Official Test) 
11/16/1996 
Autotest_M01HB231116210148 

56640 

cigniti, Autotest_M01HB231116210148 


cigniti 

4 
Autotest_M01HB231116210148 
1 


cigniti, Autotest_M01HB231116210148 
202311075A 
DOB: 16 Nov 1996 


202311075A 

cigniti, Autotest_M01HB231116210148 
TestData/Patient Consent Form.pdf 
DOB: 16 Nov 1996 


cigniti, Autotest_M01HB231116210148 
DOB: 16 Nov 1996 


ANCCELQ 


Passed 


Passed 


Passed 


Passed 
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Test 


10. 


Report 


coi number 

Patient Name 

date of birth 

Output: 

procurement surgeon 
hour 

delivery date 

pickup date 


Review_Submit 
Input: 

zipcode 

coi number 
pickup time 
last name 
verify coi 
Patient Name 
first name 
surgeon name 
date of birth 
pickup date 
delivery date 
Output: 

verify coi number 


LoadURL 
Input: 
PassInputURL 


ANCCELQ 


cigniti, Autotest_M01HB231116210148 
DOB: 16 Nov 1996 


Harold Surgeon (Official Test) 
4:15 AM 

Monday, 11 Dec 2023 
Tuesday, 26 Dec 2023 


Passed 


56640 

4:15 AM 

cigniti 

202311075A 

cigniti, Autotest_M01HB231116210148 
Autotest_M01HB231116210148 

Harold Surgeon (Official Test) 

DOB: 16 Nov 1996 

Tuesday, 26 Dec 2023 

Monday, 11 Dec 2023 


202311075A 


Passed 


https://iovancecares--caresuat.sandbox.my.salesforce.com 


11. Login to Health Cloud Portal Passed 
Input: 
password GibY8gNH2IXtsU3Rc/FwcA== 
username timcm@iovance.com.caresuat 

12. Approve TIL Order Request Passed 


Input: 
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Test 


V3: 


Report 


See RO 
coinumber 
patient_name 
Output: 

patient full name 
list 

plant_name 


CM reschedules order 
Input: 

coinumber 

Output: 

updated pickup date 
Pickday 1 

Pickday 2 

initial slot 

D Date2 

updated delivery date 
initial pickup day 

D Datel 

initial delivery date 
updated slot no 
initial pickup date 
FPSD1 

FPDD2 

updated pickup day 
FrEsbz 

FPDD1 

TED? 

THPD1 


updated final prod 
shipping date 


initial final prod shipping 


date 


ANCCELQ 


TestData/3PL PO.pdf 
202311075A 
cigniti, Autotest_M01HB231116210148 


Autotest_M01HB231116210148 cigniti 
[ "cigniti’, "Autotest_M01HB231116210148" | 
ICTC 


Passed 
202311075A 


12/26/2023 


SL-1111 


12/27/2023 
Tuesday 
2/27/2023 
SL-0943 
12/26/2023 


Tuesday 


11/13/2023 


12/8/2023 
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Test 


Report 


CTC Reschedules Tumor Specimen Pick-up after submitting the 


order 


0:08:10 | R_Scenario 07: CTC Reschedules Tumor Specimen Pick-up 
after submitting the order 


Invoke Browser 
Input: 
URL 


Login to Hospital Portal 
Input: 

password 

Rolelnput 

ATCiInput 

username 

Output: 

ATCValue 


ANCCELQ 


PASSED 


Passed 


https://iovancecares--caresuat.sandbox.my.site.com/ 


hospitalPortalCommercial/s/login 


E58+axk4jGvwWBKPSWtZPA== 

Cell Therapy Coordinator 

Santa Monica (Official Test) 
helen.ctc.off@iovance.com.caresuat 


Santa Monica (Official Test) 


Click Patient Registration Button 


Output: 
ATCHomeOutput 


Patient Information 
Output: 
currenttime 
TreatingPhyOutput 
DOB 

First Name 
Zipcode 

full name 


Indication 
Input: 


Zo e2 270i 

William Physician (Official Test) 

TA 16/1989 
Autotest_SmxeJ231116212701 

56486 

cigniti, Autotest_SmxeJ231116212701 


Passed 


Passed 


Passed 


Passed 
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Test 


Report 


last name 
incomplete bubbles 
first name 
completed bubbles 
Output: 
patient_name 
COlnumber 

DOB 


Upload PCF 

Input: 

number 

Patient Name 
PatientConsentForm 
date of birth 

Output: 

coi number 


OptOut 

Input: 

coi number 
Patient Name 
date of birth 


Select_Pickup 
Input: 

coi number 
Patient Name 
date of birth 


Output: 

procurement surgeon 
hour 

delivery date 

pickup date 


Review_Submit 
Input: 


cigniti 
4 


Autotest_SmxeJ231116212701 


1 


cigniti, Autotest_SmxeJ231116212701 


202311077A 
DOB: 16 Nov 1989 


202311077A 


cigniti, Autotest_SmxeJ231116212701 
TestData/Patient Consent Form.pdf 


DOB: 16 Nov 1989 


cigniti, Autotest_SmxeJ231116212701 


DOB: 16 Nov 1989 


cigniti, Autotest_SmxeJ231116212701 


DOB: 16 Nov 1989 


Harold Surgeon (Official Test) 


4:15 AM 
Monday, 16 Oct 2023 
Tuesday, 26 Dec 2023 


ANCCELQ 


Passed 


Passed 


Passed 


Passed 
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Test 


1G; 


1 


—- 


lz 


Report 


zipcode 

coi number 
pickup time 
last name 
verify coi 
Patient Name 
first name 
surgeon name 
date of birth 
pickup date 
delivery date 
Output: 

verify coi number 


LoadURL 
Input: 
PassInputURL 


Date Stri... 


NCCELQ 


56486 

4:15 AM 

cigniti 

202311077A 

cigniti, Autotest_SmxeJ231116212701 
Autotest_SmxeJ231116212701 
Harold Surgeon (Official Test) 

DOB: 16 Nov 1989 

Tuesday, 26 Dec 2023 

Monday, 16 Oct 2023 


202311077A 


Passed 


https://iovancecares--caresuat.sandbox.my.salesforce.com 


. Login to Health Cloud Portal Passed 
Input: 
password GibY8gNH2IXtsU3Rc/FwcA== 
username timcm@iovance.com.caresuat 
. Approve TIL Order Request For Rescheduling Passed 
Input: 
3PL PO Test Data/Patient Consent Form.pdf 
verify coi 202311077A 
coinumber 202311077A 
Output: 
COI Number String In 202311077A 
Case Manage... 
Tumor Tissue PickUp 12/26/2023 
Date String ... 
Tumor Tissue PickUp - 
Date Storage... 
verify coi number - 
Final Product Delivery Female 
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Test Report ‘CCELQ 


13. Perform LogOut (Health Cloud) Passed 
14. LoadURL Passed 
Input: 
PassInputURL https://iovancecares--caresuat.sandbox.my.site.com/ 


hospitalPortalCommercial/s/login 


15. Login to Hospital Portal Passed 
Input: 
password E58+axk4jGvwWBKPSWtZPA== 
Rolelnput CTC 
ATCInput Sa 
username helen.ctc.off@iovance.com.caresuat 
Output: 
ATCValue Santa Monica (Official Test) 
16. Click Reschedule A Pick Up For Patient Passed 
Input: 
Patient Name cigniti, Autotest_SmxeJ231116212701 


Tumor Tissue Surgeon = 
dropdown va... 


COI Number 202311077A 
Output: 
hour 9:15 
pick up date value after Saturday, 25 Nov 2023 
resched... 
final product delivery date Monday, 16 Oct 2023 
valu... 
Tumor Tissue Surgeons _ ["Harold Surgeon (Official Test)" ] 
Dropdown v... 
final prod delivery date Wednesday, 27 Dec 2023 
after R... 
patientcustom table - 
pick up date value Tuesday, 26 Dec 2023 
17. LoadURL Passed 
Input: 
PassInputURL https://iovancecares--caresuat.sandbox.my.salesforce.com 
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Test Report ‘CCELQ 


18. Login to Health Cloud Portal Passed 
Input: 
password GibY8gNH2IXtsU3Rc/FwcA== 
username timcm@iovance.com.caresuat 
19. CancelTIL Order Passed 
Input: 
Patient Name cigniti, Autotest_SmxeJ231116212701 
coinumber 202311077A 
COlStatusBeforeCancelOr Active 
der 
FPStatusAfterCancel SM Pick-up Scheduled 


FPStatusBeforeCancel SM Pick-up Scheduled 


ColStatusAfterCancelOrd Retired 
er 


OrderStatusBeforeCancel Lot Requested 
LOTStatusAfterCancel Canceled 
LOTStatusBeforeCancel Requested 
OrderStatusAfterCancel Canceled 
Output: 


Tumor Tissue PickUp - 
Date String ... 


list = 
Final Product Delivery - 
Date Stri... 


6. Reschedules Tumor Specimen Pick-up Before Submitting the order 
0:05:37 | R_Scenario 09: Reschedules Tumor Specimen Pick-up Before 


Submitting the order 
1. Invoke Browser Passed 
Input: 
URL https://iovancecares--caresuat.sandbox.my.site.com/ 
hospitalPortalCommercial/s/login 
2. Login to Hospital Portal Passed 
Input: 
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Test 


Report 


password 
Rolelnput 
ATClInput 
username 
Output: 
ATCValue 


E58+axk4jGvwWBKPSWtZPA== 

Cell Therapy Coordinator 

Santa Monica (Official Test) 
helen.ctc.off@iovance.com.caresuat 


Santa Monica (Official Test) 


Click Patient Registration Button 


Output: 
ATCHomeOutput 


Patient Information 
Output: 
currenttime 
TreatingPhyOutput 
DOB 

First Name 
Zipcode 

full name 


Indication 

Input: 

last name 
incomplete bubbles 
first name 
completed bubbles 
Output: 
patient_name 
COlnumber 

DOB 


Upload PCF 

Input: 

number 

Patient Name 
PatientConsentForm 
date of birth 


231116215145 

William Physician (Official Test) 
11/16/1986 
Autotest_YInvx231116215145 

57888 

cigniti, Autotest_YInvx231116215145 


cigniti 

4 
Autotest_YInvx231116215145 
1 


cigniti, Autotest_YInvx231116215145 
202311080A 
DOB: 16 Nov 1986 


202311080A 

cigniti, Autotest_Ylnvx231116215145 
TestData/Patient Consent Form.pdf 
DOB: 16 Nov 1986 


ANCCELQ 


Passed 


Passed 


Passed 


Passed 
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Test 


10; 


Report 


Output: 
coi number 


OptOut 

Input: 

coi number 
Patient Name 
date of birth 


Select_Pickup 

Input: 

coi number 

Patient Name 

date of birth 

Output: 

procurement surgeon 
hour 

delivery date 

pickup date 


Review_Submit 
Input: 

zipcode 

coi number 
pickup time 
last name 
verify coi 
Patient Name 
first name 
surgeon name 
date of birth 
pickup date 
delivery date 
Output: 

verify coi number 


LoadURL 


ANCCELQ 


Passed 


cigniti, Autotest_YInvx231116215145 
DOB: 16 Nov 1986 


Passed 


cigniti, Autotest_YInvx231116215145 
DOB: 16 Nov 1986 


Harold Surgeon (Official Test) 
7:15 AM 

Wednesday, 15 Nov 2023 
Tuesday, 26 Dec 2023 


Passed 


5/7888 


7:15 AM 

cigniti 

202311080A 

cigniti, Autotest_YInvx231116215145 
Autotest_YInvx231116215145 

Harold Surgeon (Official Test) 

DOB: 16 Nov 1986 

Tuesday, 26 Dec 2023 

Wednesday, 15 Nov 2023 


202311080A 


Passed 


26 of 90 


Test Report ‘CCELQ 


Input: 

PassInputURL https://iovancecares--caresuat.sandbox.my.salesforce.com 
11. Login to Health Cloud Portal Passed 

Input: 

password GibY8gNH2IXtsU3Rc/FwcA== 

username timcm@iovance.com.caresuat 
12. CancelTIL Order Passed 

Input: 

Patient Name cigniti, Autotest_YInvx231116215145 

coinumber 202311080A 

COlStatusBeforeCancelOr Active 

der 

FPStatusAfterCancel SM Pick-up Scheduled 


FPStatusBeforeCancel SM Pick-up Scheduled 


ColStatusAfterCancelOrd Retired 
er 


OrderStatusBeforeCancel Draft 
LOTStatusAfterCancel Not Started 
LOTStatusBeforeCancel Not Started 
OrderStatusAfterCancel Canceled 
Output: 


Tumor Tissue PickUp - 
Date String ... 


list 2 
Final Product Delivery - 
Date Stri... 


re CM Reschedules Tumor Specimen Pick-up after Lot Requested & 
Cancel 


0:07:10 | R_Scenario 10: CM Reschedules Tumor Specimen Pick-up 
after Lot Requested & Cancel 


1. Invoke Browser Passed 
Input: 
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Test 


Report 


URL 


Login to Hospital Portal 


Input: 
password 
Rolelnput 
ATClInput 
username 
Output: 
ATCValue 


ANCCELQ 


https://iovancecares--caresuat.sandbox.my.site.com/ 


hospitalPortalCommercial/s/login 


E58+axk4jGvwWBKPSWtZPA== 

Cell Therapy Coordinator 

Santa Monica (Official Test) 
helen.ctc.off@iovance.com.caresuat 


Santa Monica (Official Test) 


Click Patient Registration Button 


Output: 
ATCHomeOutput 


Patient Information 
Output: 
currenttime 
TreatingPhyOutput 
DOB 

First Name 
Zipcode 

full name 


Indication 

Input: 

last name 
incomplete bubbles 
first name 
completed bubbles 
Output: 
patient_name 
COlnumber 

DOB 


Upload PCF 


Zoli NOZ lor 25 

William Physician (Official Test) 

ly e799 
Autotest_cBgJX231116215723 

97509 

cigniti, Autotest_cBgJX231116215723 


cigniti 

4 
Autotest_cBgJX231116215723 
1 


cigniti, Autotest_cBgJX231116215723 
202311082A 
DOB: 16 Nov 1991 


Passed 


Passed 


Passed 


Passed 


Passed 
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Test 


Report 


Input: 

number 

Patient Name 
PatientConsentForm 
date of birth 

Output: 

coi number 


OptOut 

Input: 

coi number 
Patient Name 
date of birth 


Select_Pickup 
Input: 

coi number 
Patient Name 
date of birth 


Output: 

procurement surgeon 
hour 

delivery date 

pickup date 


Review_Submit 
Input: 


202311082A 


cigniti, Autotest_cBgJX231116215723 
TestData/Patient Consent Form.pdf 


DOB: 16 Nov 1991 


cigniti, Autotest_cBgJX231116215723 


DOB: 16 Nov 1991 


cigniti, Autotest_cBgJX231116215723 


DOB: 16 Nov 1991 


Harold Surgeon (Official Test) 


9:15 AM 
Monday, 4 Dec 2023 
Tuesday, 26 Dec 2023 


ANCCELQ 


Passed 


Passed 


Passed 
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Test Report ‘CCELQ 


zipcode 59309 
coi number = 
pickup time 9:15 AM 
last name cigniti 
verify coi 202311082A 
Patient Name cigniti, Autotest_cBgJX231116215723 
first name Autotest_cBgJX231116215723 
surgeon name Harold Surgeon (Official Test) 
date of birth DOB: 16 Nov 1991 
pickup date Tuesday, 26 Dec 2023 
delivery date Monday, 4 Dec 2023 
Output: 
verify coi number 202311082A 
10. LoadURL Passed 
Input: 
PassInputURL https://iovancecares--caresuat.sandbox.my.salesforce.com 
11. Login to Health Cloud Portal Passed 
Input: 
password GibY8gNH2IXtsU3Rc/FwcA== 
username timcm@iovance.com.caresuat 
12. Approve TIL Order Request Passed 
Input: 
3PIERO TestData/3PL PO.pdf 
coinumber 202311082A 
patient_name cigniti, Autotest_cBgJX231116215723 
Output: 
patient full name Autotest_cBgJX231116215723 cigniti 
list [ "cigniti", "Autotest_cBgJX231116215723" ] 
plant_name WuXi Advanced Therapies 
13. CancelTIL Order Passed 
Input: 
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Test 


Report 


Patient Name 
coinumber 


ColStatusBeforeCancelOr 
der 


FPStatusAfterCancel 
FPStatusBeforeCancel 


ColStatusAfterCancelOrd 
er 


OrderStatusBeforeCancel 
LOTStatusAfterCancel 
LOTStatusBeforeCancel 
OrderStatusAfterCancel 


Output: 


Tumor Tissue PickUp 
Date String ... 

list 

Final Product Delivery 
Date Stri... 


ANCCELQ 


cigniti, Autotest_cBgJX231116215723 
202311082A 
Active 


SM Pick-up Scheduled 
SM Pick-up Scheduled 
Retired 


Lot Requested 
Not Started 
Not Started 
Canceled 


CM Cancel the order after Order Approval 


0:05:49 | CancelOrder_Scenario 11: CM Cancel the order after Order 


Approval 


Invoke Browser 
Input: 
URL 


Login to Hospital Portal 
Input: 

password 

Rolelnput 

ATCinput 

username 

Output: 

ATCValue 


Passed 


https://iovancecares--caresuat.sandbox.my.site.com/ 
hospitalPortalCommercial/s/login 


Passed 


E58+axk4jGvwWBKPSWtZPA== 

Cell Therapy Coordinator 

Santa Monica (Official Test) 
helen.ctc.off@iovance.com.caresuat 


Santa Monica (Official Test) 
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Test 


Report 


Click Patient Registration Button 


Output: 
ATCHomeOutput 


Patient Information 
Output: 
currenttime 
TreatingPhyOutput 
DOB 

First Name 
Zipcode 

full name 


Indication 

Input: 

last name 
incomplete bubbles 
first name 
completed bubbles 
Output: 
patient_name 
COlnumber 

DOB 


Upload PCF 

Input: 

number 

Patient Name 
PatientConsentForm 
date of birth 


Output: 
coi number 


OptOut 
Input: 


231116220435 

William Physician (Official Test) 
11/16/1995 
Autotest_MWiA4231116220435 

51450 

cigniti, Autotest_MWiA4231116220435 


cigniti 

4 
Autotest_MWiA4231116220435 
1 


cigniti, Autotest_MWiA4231116220435 
202311083A 
DOB: 16 Nov 1995 


202311083A 

cigniti, Autotest_MWiA4231116220435 
TestData/Patient Consent Form.pdf 
DOB: 16 Nov 1995 


ANCCELQ 


Passed 


Passed 


Passed 


Passed 


Passed 
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Test 


10. 


1 


—s 


Report 


coi number 
Patient Name 
date of birth 


Select_Pickup 

Input: 

coi number 

Patient Name 

date of birth 

Output: 

procurement surgeon 
hour 

delivery date 

pickup date 


Review_Submit 
Input: 

zipcode 

coi number 
pickup time 
last name 
verify coi 
Patient Name 
first name 
surgeon name 
date of birth 
pickup date 
delivery date 
Output: 

verify coi number 


LoadURL 
Input: 
PassInputURL 


. Login to Health Cloud Portal 


Input: 


ANCCELQ 


cigniti, Autotest_MWiA4231116220435 
DOB: 16 Nov 1995 


Passed 


cigniti, Autotest_MWiA4231116220435 
DOB: 16 Nov 1995 


Autotestm_2023031610 cigniti 
9:15 AM 

Wednesday, 15 Nov 2023 
Tuesday, 26 Dec 2023 


Passed 


51450 

9:15 AM 

cigniti 

202311083A 

cigniti, Autotest_MWiA4231116220435 
Autotest_MWiA4231116220435 
Autotestm_2023031610 cigniti 

DOB: 16 Nov 1995 

Tuesday, 26 Dec 2023 

Wednesday, 15 Nov 2023 


202311083A 


Passed 


https://iovancecares--caresuat.sandbox.my.salesforce.com 


Passed 
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Test Report ‘CCELQ 


password GibY8gNH2IXtsU3Rc/FwcA== 
username timcm@iovance.com.caresuat 

12. CancelOrApprove TIL Order Request Passed 
Input: 
3PERPRO TestData/3PL PO.pdf 
bInCancel dsds 
Patient Name cigniti, Autotest_MWiA4231116220435 
coinumber 202311083A 
COlStatusBeforeCancelOr Active 
der 
FPStatusAfterCancel SM Pick-up Scheduled 


FPStatusBeforeCancel SM Pick-up Scheduled 


ColStatusAfterCancelOrd Retired 
er 


OrderStatusBeforeCancel TOR Submitted 
LOTStatusAfterCancel Retired 
LOTStatusBeforeCancel Not Started 
OrderStatusAfterCancel Canceled 
Output: 

Order Status Value Canceled 

Plant Timezone Value - 


Order Status Checkbox - 
value 


Plant Name Value - 
list [ "cigniti", "Autotest_ MWiA4231116220435" | 
COI Number Status Value Retired 


9. | CMCancel the order after Tumor Procurement 


0:25:41 | CancelOrder_Scenario 13: CM Cancel the order after Tumor 


Procurement 

1. Invoke Browser Passed 
Input: 
URL https://iovancecares--caresuat.sandbox.my.site.com/ 


hospitalPortalCommercial/s/login 
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Test 


Report 


Login to Hospital Portal 


Input: 
password 
Rolelnput 
ATClInput 
username 
Output: 
ATCValue 


E58+axk4jGvwWBKPSWtZPA== 

Cell Therapy Coordinator 

Santa Monica (Official Test) 
helen.ctc.off@iovance.com.caresuat 


Santa Monica (Official Test) 


Click Patient Registration Button 


Output: 
ATCHomeOutput 


Patient Information 
Output: 
currenttime 
TreatingPhyOutput 
DOB 

First Name 
Zipcode 

full name 


Indication 

Input: 

last name 
incomplete bubbles 
first name 
completed bubbles 
Output: 


patient_name 
COlnumber 
DOB 


Upload PCF 
Input: 


231116222241 

William Physician (Official Test) 

TA T6/198S 
Autotest_j3Zi4231116222241 

58486 

cigniti, Autotest_j3Zi4231116222241 


cigniti 

4 
Autotest_j3Zi4231116222241 
1 


cigniti, Autotest_j3Zi4231116222241 
202311088A 
DOB: 16 Nov 1983 


ANCCELQ 


Passed 


Passed 


Passed 


Passed 


Passed 
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Test 


Report 


number 

Patient Name 
PatientConsentForm 
date of birth 

Output: 

coi number 


OptOut 

Input: 

coi number 
Patient Name 
date of birth 


Select_Pickup 

Input: 

coi number 

Patient Name 

date of birth 

Output: 

procurement surgeon 
hour 

delivery date 

pickup date 


Review_Submit 
Input: 

zipcode 

coi number 
pickup time 
last name 
verify coi 
Patient Name 
first name 
surgeon name 
date of birth 
pickup date 
delivery date 


202311088A 


cigniti, Autotest_j3Zi4231116222241 
TestData/Patient Consent Form.pdf 


11/16/1983 


cigniti, Autotest_j3Zi4231116222241 


11/16/1983 


cigniti, Autotest_j3Zi4231116222241 


11/16/1983 


Harold Surgeon (Official Test) 


9:15 AM 
Monday, 16 Oct 2023 
Tuesday, 26 Dec 2023 


58486 


9:15 AM 
Cigniti 
202311088A 


cigniti, Autotest_j3Zi4231116222241 
Autotest_j3Zi4231116222241 
Harold Surgeon (Official Test) 


11/16/1983 
Tuesday, 26 Dec 2023 
Monday, 16 Oct 2023 


ANCCELQ 


Passed 


Passed 


Passed 
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Test 


10) 


1 


—s 


12 


13: 


14. 


15. Perform LogOut (Health Cloud) 


Report 


Output: 


PassInputURL 


Login to Health Cloud Portal 


Input: 
password 
username 


Approve TIL Order Request 


Input: 

3PLPO 
coinumber 
patient_name 
Output: 

patient full name 
list 

plant_name 


Get Manufacturing Plant 
Input: 

3PEPO 

coinumber 
patient_name 

Output: 

Manufacturing Plant 
patient full name 

list 

earliest final product ship 
date 


ANCCELQ 


verify coi number 202311088A 

Perform LogOut (Hospital Portal) Passed 
. LoadURL Passed 

Input: 


https://iovancecares--caresuat.sandbox.my.salesforce.com 


Passed 


GibY8gNH2IXtsU3Rc/FwcA== 
timcm@iovance.com.caresuat 


Passed 


TestData/3PL PO.pdf 
202311088A 
cigniti, Autotest_j3Zi4231116222241 


Autotest_j3Zi4231116222241 cigniti 
[ "cigniti’, "Autotest_j3Zi4231116222241" | 
ICTC 


Passed 


null 
202311088A 
cigniti, Autotest_j3Zi4231116222241 


cic 

Autotest_j3Zi4231116222241 cigniti 

[ "cigniti", "Autotest_j3Zi4231116222241" | 
10/12/2023 


final product delivery date 10/16/2023 


Passed 
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Test 


16: 


We 


NS; 


19. 


AG 


2 


—si 


22 


Report 


LoadURL 
Input: 
PassInputURL 


Login to CMO Portal 
Input: 

password 
username_wuxi 
Manufacturing Plant 
username 
password_wuxi 


Navigate to Lot Record 
Input: 

patient name 
coi_number 

Output: 

table cell 


Provide Lot Number 
Input: 

patient name 
coi_number 


Output: 
LCOI 


Perform LogOut (CMO) 


. LoadURL 


Input: 
PassInputURL 


Login to CMO Portal 
Input: 


ANCCELQ 


Passed 


https://iovancecares--caresuat.sandbox.my.site.com/cmo/s/ 
login 


Passed 
OQL1AZbNhvS09q1t3Vq9zA== 
meganwuximfq@iovance.com.caresuat 
ICTC 
isaacictemfq@iovance.com.caresuat 
NdJfExjRW9XyCKW8afwpMg== 
Passed 
cigniti, Autotest_j3Zi4231116222241 
202311088A 
Passed 
cigniti, Autotest_j3Zi4231116222241 
202311088A 
L202311088A 
Passed 
Passed 


https://iovancecares--caresuat.sandbox.my.site.com/cmo/s/ 
login 


Passed 
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Test 


28: 


24. 


2 


ol 


26) 


2, 


Report 


password 
username_wuxi 
Manufacturing Plant 
username 
password_wuxi 


Navigate to Lot Record 
Input: 

patient name 
coi_number 

Output: 

table cell 


Verify Lot Number 
Input: 

patient name 
coi_number 
Output: 
ActualPDFFilePath 


Coi 
Barcodeno 


GoldenPath_FP 
ShippingDate 


GoldentPath_EST TD 


Make TPF Ready 
Input: 


ANCCELQ 


OQL1AZbNhvS09q1t3Vq9zA== 
melvinwuximfq@iovance.com.caresuat 
ICTC 
meganictcmfq@iovance.com.caresuat 
NdJfExjRW9XyCKW8afwpMg== 


Passed 


cigniti, Autotest_j3Zi4231116222241 
202311088A 


Passed 


cigniti, Autotest_j3Zi4231116222241 
202311088A 


D:/Users/Amrutha.Gadikan/ACCELQAgent/AgentInstances/ 
agent/user_data/\\TestData\\PDF Downloads\\16 Nov 
2023\\202311088A\\22_11_56... 


L202311088A 
202311088A-L202311088A 


. Perform LogOut (CMO) Passed 
Health Cloud Login and switch to Classic Passed 
Input: 
Health Cloud URL https://iovancecares--caresuat.sandbox.my.salesforce.com 
User Name testingteam@iovance.com.caresuat 
Portal Name Health Cloud Portal 
Password 2C5jsL7QIV2uKviFNdLL6A== 


Passed 
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Test 


28: 


oS 


30. 


3 


—s 


a2 


Report 


patient name 
coi_number 


LoadURL 
Input: 
PassInputURL 


Login to Hospital Portal 
Input: 

password 

Rolelnput 

ATCinput 

username 

Output: 

ATCValue 


cigniti, Autotest_j3Zi4231116222241 


202311088A 


ANCCELQ 


Passed 


https://iovancecares--caresuat.sandbox.my.site.com/ 


hospitalPortalCommercial/s/login 


OQL1AZbNhvS09q1t3Vq9zA== 


Tumor Procurement User 


Santa Monica (Official Test) 
amy.tpu.off@iovance.com.caresuat 


Santa Monica (Official Test) 


Click On Document Tumor Procurement 


Input: 

Patient Name 
Output: 

table cell 
table data info 


. Navigate to the Respective Patient 


cigniti, Autotest_j3Zi4231116222241 


Awaiting Completion 
[I{ 

“cellText" : "cigniti, test", 
"repeatElemIndex' : 1 


va 
"cellText" : "N/A", 
"repeatElemIndex" : 2 


4 


Complete Transport Media Preparation & Sign Off 


Input: 

password 
Patient Name 
failure_message 
Output: 


OQL1AZbNhvS09q1t3Vq9zA== 
cigniti, Autotest_j3Zi4231116222241 
unable to provide expiration date 


Passed 


Passed 


Passed 


Passed 


AO of 90 


Test Report ‘CCELQ 


PN cigniti, Autotest_j3Zi4231116222241 
33. Perform LogOut (Hospital Portal) Passed 
34. LoadURL Passed 
Input: 
PassInputURL https://iovancecares--caresuat.sandbox.my.site.com/ 


hospitalPortalCommercial/s/login 


35. Login to Hospital Portal Passed 
Input: 
password NdJfExjRW9XyCKW8afwpMg== 
Rolelnput Tumor Procurement Verifier 
ATClnput Santa Monica (Official Test) 
username tim.tpv.off@iovance.com.caresuat 
Output: 
ATCValue Santa Monica (Official Test) 
36. Click Verify Tumor Procurement Passed 
37. Navigate to the Respective Patient in TPV Passed 
Input: 
Patient Name cigniti, Autotest_j3Zi4231116222241 
Output: 
table cell Awaiting Verification 
table data info [[{ 


"cellText" : "DemoTPF, ATC’, 
"repeatElemIndex" : 1 


rat 
“cellText" : "N/A", 
"repeatElemIndex" : 2 
Bat 
Cie 
38. TPF Verification to Transport Media Passed 
Input: 
password NdJfExjRW9XyCKW8afwpMg== 
Patient Name cigniti, Autotest_j3Zi4231116222241 
Output: 
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Test Report ‘CCELQ 


PN cigniti, Autotest_j3Zi4231116222241 
39. Perform LogOut (Hospital Portal) Passed 
40. LoadURL Passed 
Input: 
PassInputURL https://iovancecares--caresuat.sandbox.my.site.com/ 


hospitalPortalCommercial/s/login 


41. Login to Hospital Portal Passed 
Input: 
password OQL1AZbNhvS09q1t3Vq9zA== 
Rolelnput Tumor Procurement User 
ATClnput Santa Monica (Official Test) 
username amy.tpu.off@iovance.com.caresuat 
Output: 
ATCValue Santa Monica (Official Test) 
42. Click On Document Tumor Procurement Passed 
43. Navigate to the Respective Patient Passed 
Input: 
Patient Name cigniti, Autotest_j3Zi4231116222241 
Output: 
table cell Awaiting Completion 
table data info LE 
“cellText" : "cigniti, test’, 
"repeatElemIndex' : 1 
eee N/A’, 
"repeatElemIndex" : 2 
1 { 
44. Complete Surgery Documentation Passed 
Input: 
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Test 


45. 


46. 


47. 


48. 


Report 


password 

coi number 
Patient Name 
COI number_TPU 
Output: 

random date 

PN 

random time 


LoadURL 
Input: 
PassInputURL 


ANCCELQ 


OQL1AZbNhvS09q1t3Vq9zA== 
202311088A 

cigniti, Autotest_j3Zi4231116222241 
202311088A 


Passed 


https://iovancecares--caresuat.sandbox.my.site.com/ 
hospitalPortalCommercial/s/login 


Login to Hospital Portal Passed 
Input: 

password NdJfExjRW9XyCKW8afwpMg== 

Rolelnput Tumor Procurement Verifier 

ATClInput Santa Monica (Official Test) 

username tim.tpv.off@iovance.com.caresuat 

Output: 

ATCValue Santa Monica (Official Test) 

Click Verify Tumor Procurement Passed 
Navigate to the Respective Patient in TPV Passed 
Input: 

Patient Name cigniti, Autotest_j3Zi4231116222241 

Output: 

table cell Awaiting Verification 


table data info 


net 
"cellText" : "DemoTPF, ATC", 
"repeatElemIndex" : 1 


ya 

"cellText" : "N/A", 
"repeatElemIndex" : 2 
a 

some 
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Test 


Report 


49. TPF Verification for Surgery Documentation 


90. 


<a 


5 


OZ. 


o3. 


04. 


Input: 
password 
Patient Name 
Output: 

PN 


LoadURL 
Input: 
PassInputURL 


. Login to Hospital Portal 


Input: 
password 
Rolelnput 
ATCiInput 
username 
Output: 
ATCValue 


NdJfExjRW9XyCKW8afwpMg== 
cigniti, Autotest_j3Zi4231116222241 


cigniti, Autotest_j3Zi4231116222241 


ANCCELQ 


Passed 


Passed 


https://iovancecares--caresuat.sandbox.my.site.com/ 


hospitalPortalCommercial/s/login 


OQL1AZbNhvS09q1t3Vq9zA== 


Tumor Procurement User 


Santa Monica (Official Test) 
amy.tpu.off@iovance.com.caresuat 


Santa Monica (Official Test) 


Click On Document Tumor Procurement 


Navigate to the Respective Patient 


Input: 

Patient Name 
Output: 

table cell 
table data info 


cigniti, Autotest_j3Zi4231116222241 


Awaiting Completion 
[I{ 

“cellText" : "cigniti, test’, 
"repeatElemIndex" : 1 


lant 
"cellText" : "N/A", 
"repeatElemIndex" : 2 


4 


Complete Packing & Shipping 


Input: 


Passed 


Passed 


Passed 


Passed 
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Test 


99. 


06. 


Me 


98. 


Report 


password 
Patient Name 
failure_message 


coi_number 
Output: 
PN 


LoadURL 
Input: 
PassInputURL 


ANCCELQ 


OQL1AZbNhvS09q1t3Vq9zA== 
cigniti, Autotest_j3Zi4231116222241 


System is allowing the past date for Time the Shipping 
Container packing was completed with the Tumor Tissue 
Container (Please s... 


202311088A 


Passed 


https://iovancecares--caresuat.sandbox.my.site.com/ 
hospitalPortalCommercial/s/login 


Login to Hospital Portal Passed 
Input: 

password NdJfExjRW9XyCKW8afwpMg== 

Rolelnput Tumor Procurement Verifier 

ATClInput Santa Monica (Official Test) 

username tim.tpv.off@iovance.com.caresuat 

Output: 

ATCValue Santa Monica (Official Test) 

Click Verify Tumor Procurement Passed 
Navigate to the Respective Patient in TPV Passed 
Input: 

Patient Name cigniti, Autotest_j3Zi4231116222241 

Output: 

table cell Awaiting Verification 


table data info 


[I { 
"cellText" : "DemoTPF, ATC’, 
"repeatElemIndex" : 1 


yt 

"cellText" : "N/A", 
"repeatElemIndex" : 2 
yA 


(Coca 
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Test Report ‘CCELQ 


59. TPF Verification for Packing & Shipping Passed 
Input: 
password NdJfExjRW9XyCKW8afwpMg== 
Patient Name cigniti, Autotest_j3Zi4231116222241 
Output: 
PN cigniti, Autotest_j3Zi4231116222241 
60. LoadURL Passed 
Input: 
PassInputURL https://iovancecares--caresuat.sandbox.my.salesforce.com 
61. Login to Health Cloud Portal Passed 
Input: 
password GibY8gNH2IXtsU3Rc/FwcA== 
username timcm@iovance.com.caresuat 
62. CancelTIL Order Passed 
Input: 
Patient Name cigniti, Autotest_j3Zi4231116222241 
coinumber 202311088A 
COlStatusBeforeCancelOr Active 
der 
FPStatusAfterCancel SM Pick-up Scheduled 


FPStatusBeforeCancel SM Pick-up Scheduled 


ColStatusAfterCancelOrd Retired 
er 


OrderStatusBeforeCancel Lot Received 
LOTStatusAfterCancel Retired 
LOTStatusBeforeCancel Active 
OrderStatusAfterCancel Canceled 
Output: 


Tumor Tissue PickUp - 
Date String ... 


list ; 
Final Product Delivery = 
Date Stri... 
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Test 


10. 


Report 


CM Cancel the order after MFG Start (Day 0) Processing 


0:33:14 | CancelOrder_Scenario 14: CM Cancel the order after MFG 
Start (Day 0) Processing 


Invoke Browser 
Input: 
URL 


Login to Hospital Portal 


Input: 
password 
Rolelnput 
ATClInput 
username 
Output: 
ATCValue 


https://iovancecares--caresuat.sandbox.my.site.com/ 


hospitalPortalCommercial/s/login 


E58+axk4jGvwWBKPSWtZPA== 

Cell Therapy Coordinator 

Santa Monica (Official Test) 
helen.ctc.off@iovance.com.caresuat 


Santa Monica (Official Test) 


Click Patient Registration Button 


Output: 
ATCHomeOutput 


Patient Information 
Output: 
currenttime 
TreatingPhyOutput 
DOB 

First Name 
Zipcode 

full name 


Indication 

Input: 

last name 
incomplete bubbles 
first name 
completed bubbles 


231116224823 

William Physician (Official Test) 
11/16/1986 
Autotest_YreAo231116224823 

55054 

cigniti, Autotest_YreAo231116224823 


cigniti 

4 
Autotest_YreAo0231116224823 
1 


ANCCELQ 


PASSED 


Passed 


Passed 


Passed 


Passed 


Passed 
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Test 


Report 


Output: 
patient_name 


COlnumber 
DOB 


Upload PCF 

Input: 

number 

Patient Name 
PatientConsentForm 
date of birth 

Output: 

coi number 


OptOut 

Input: 

coi number 
Patient Name 
date of birth 


Select_Pickup 

Input: 

coi number 

Patient Name 

date of birth 

Output: 

procurement surgeon 
hour 

delivery date 

pickup date 


Review_Submit 
Input: 


cigniti, Autotest_YreAo231116224823 


202311091A 
DOB: 16 Nov 1986 


202311091A 


cigniti, Autotest_YreAo231116224823 
TestData/Patient Consent Form.pdf 


11/16/1986 


cigniti, Autotest_YreAo231116224823 


11/16/1986 


cigniti, Autotest_YreAo231116224823 


11/16/1986 


Harold Surgeon (Official Test) 


4:15 AM 
Friday, 27 Oct 2023 
Tuesday, 26 Dec 2023 


ANCCELQ 


Passed 


Passed 


Passed 


Passed 
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Test Report ‘CCELQ 


zipcode 55054 
coi number = 
pickup time 4:15 AM 
last name Cigniti 
verify coi 202311091A 
Patient Name cigniti, Autotest_YreAo231116224823 
first name Autotest_YreAo231116224823 
surgeon name Harold Surgeon (Official Test) 
date of birth 11/16/1986 
pickup date Tuesday, 26 Dec 2023 
delivery date Friday, 27 Oct 2023 
Output: 
verify coi number 202311091A 
10. Perform LogOut (Hospital Portal) Passed 
11. LoadURL Passed 
Input: 
PassInputURL https://iovancecares--caresuat.sandbox.my.salesforce.com 
12. Login to Health Cloud Portal Passed 
Input: 
password GibY8gNH2IXtsU3Rc/FwcA== 
username timcm@iovance.com.caresuat 
13. Approve TIL Order Request Passed 
Input: 
SPEPO TestData/3PL PO.pdf 
coinumber 202311091A 
patient_name cigniti, Autotest_YreAo231116224823 
Output: 
patient full name Autotest_YreAo231116224823 cigniti 
list [ "cigniti", "Autotest_YreAo231116224823" | 
plant_name WuXi Advanced Therapies 
14. Get Manufacturing Plant Passed 
Input: 
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Test 


1 


ol 


16. 


we 


18: 


19. 


Report 


) el ee) 

coinumber 
patient_name 
Output: 
Manufacturing Plant 
patient full name 
list 


earliest final product ship 


date 


ANCCELQ 


null 
202311091A 
cigniti, Autotest_YreAo231116224823 


WuxXi Advanced Therapies 
Autotest_YreAo231116224823 cigniti 

[ "cigniti", "Autotest_YreAo231116224823" | 
10/25/2023 


final product delivery date 10/27/2023 


PassInputURL 


Login to CMO Portal 
Input: 

password 
username_wuxi 
Manufacturing Plant 
username 
password_wuxi 


Navigate to Lot Record 
Input: 

patient name 
coi_number 

Output: 

table cell 


Provide Lot Number 
Input: 

patient name 
coi_number 

Output: 


. Perform LogOut (Health Cloud) Passed 
LoadURL Passed 
Input: 


https://iovancecares--caresuat.sandbox.my.site.com/cmo/s/ 
login 


Passed 


OQL1AZbNhvS09q1t3Vq9zA== 
meganwuximfq@iovance.com.caresuat 
Wuxi Advanced Therapies 
isaacictcmfq@iovance.com.caresuat 
NdJfExjRW9XyCKW8afwpMg== 


Passed 


cigniti, Autotest_YreAo231116224823 
202311091A 


Passed 


cigniti, Autotest_YreAo231116224823 
202311091A 
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Test 


20. 


2 


—s 


a2 


TES 


24. 


Report 


LCOI 


Perform LogOut (CMO) 


. LoadURL 


Input: 
PassInputURL 


Login to CMO Portal 
Input: 

password 
username_wuxi 
Manufacturing Plant 
username 
password_wuxi 


Navigate to Lot Record 
Input: 

patient name 
coi_number 

Output: 

table cell 


Verify Lot Number 
Input: 

patient name 
coi_number 
Output: 
ActualPDFFilePath 


coi 
Barcodeno 


GoldenPath_FP 
ShippingDate 
GoldentPath_EST TD 


ANCCELQ 


L202311091A 
Passed 


Passed 


https://iovancecares--caresuat.sandbox.my.site.com/cmo/s/ 
login 


Passed 


OQL1AZbNhvS09q1t3Vq9zA== 
melvinwuximfq@iovance.com.caresuat 
WuXi Advanced Therapies 
meganictcmfq@iovance.com.caresuat 
NdJfExjRW9XyCKW8afwpMg== 


Passed 


cigniti, Autotest_YreAo231116224823 
202311091A 


Passed 


cigniti, Autotest_YreAo231116224823 
202311091A 


D:/Users/Amrutha.Gadikan/ACCELQAgent/AgentInstances/ 
agent/user_data/\\TestData\\PDF Downloads\\16 Nov 
2023\\202311091A\\22_11_48... 


L202311091A 
202311091A-L202311091A 
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Test 


2 


Z 


27 


2G, 


29. 


3 


3 


o1 


6. 


0. 


—s 


Report 


PassInputURL 


Login to Hospital Portal 
Input: 

password 

Rolelnput 

ATCiInput 

username 

Output: 

ATCValue 


Click On Document Tumor Procurement 


. Navigate to the Respective Patient 


Input: 
Patient Name 
Output: 


ANCCELQ 


. Perform LogOut (CMO) Passed 
Health Cloud Login and switch to Classic Passed 
Input: 

Health Cloud URL https://iovancecares--caresuat.sandbox.my.salesforce.com 
User Name testingteam@iovance.com.caresuat 

Portal Name Health Cloud Portal 

Password 2C5jsL7QIV2UKviFNdLL6A== 

Make TPF Ready Passed 

Input: 

patient name cigniti, Autotest_YreAo231116224823 

coi_number 202311091A 

LoadURL Passed 

Input: 


https://iovancecares--caresuat.sandbox.my.site.com/ 
hospitalPortalCommercial/s/login 


Passed 
OQL1AZbNhvS09q1t3Vq9zA== 
Tumor Procurement User 
Santa Monica (Official Test) 
amy.tpu.off@iovance.com.caresuat 
Santa Monica (Official Test) 
Passed 
Passed 


cigniti, Autotest_YreAo231116224823 
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Test Report ‘CCELQ 


table cell Awaiting Completion 
table data info [[{ 
“cellText" : "cigniti, test’, 
"repeatElemIndex" : 1 


}{ 
"cellText" : "N/A", 
"repeatElemIndex'" : 2 


eA 
32. Complete Transport Media Preparation & Sign Off Passed 
Input: 
password OQL1AZbNhvS09q1t3Vq9zA== 
Patient Name cigniti, Autotest_YreAo231116224823 
failure_message - 
Output: 
PN cigniti, Autotest_YreAo231116224823 
33. Perform LogOut (Hospital Portal) Passed 
34. LoadURL Passed 
Input: 
PassInputURL https://iovancecares--caresuat.sandbox.my.site.com/ 
hospitalPortalCommercial/s/login 
35. Login to Hospital Portal Passed 
Input: 
password NdJfExjRW9XyCKW8afwpMg== 
Rolelnput Tumor Procurement Verifier 
ATClInput Santa Monica (Official Test) 
username tim.tpv.off@iovance.com.caresuat 
Output: 
ATCValue Santa Monica (Official Test) 
36. Click Verify Tumor Procurement Passed 
37. Navigate to the Respective Patient in TPV Passed 
Input: 
Patient Name cigniti, Autotest_YreAo231116224823 
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Test Report ‘CCELQ 


Output: 
table cell Awaiting Verification 
table data info [[{ 
“cellText" : "DemoTPF, ATC’, 
"repeatElemIndex" : 1 
yA 
"cellText" : "N/A", 
"repeatElemIndex'" : 2 
1 
Cx 
38. TPF Verification to Transport Media Passed 
Input: 
password NdJfExjRW9XyCKW8afwpMg== 
Patient Name cigniti, Autotest_YreAo231116224823 
Output: 
PN cigniti, Autotest_YreAo231116224823 
39. Perform LogOut (Hospital Portal) Passed 
40. LoadURL Passed 
Input: 
PassInputURL https://iovancecares--caresuat.sandbox.my.site.com/ 
hospitalPortalCommercial/s/login 
41. Login to Hospital Portal Passed 
Input: 
password OQL1AZbNhvS09q1t3Vq9zA== 
Rolelnput Tumor Procurement User 
ATClInput Santa Monica (Official Test) 
username amy.tpu.off@iovance.com.caresuat 
Output: 
ATCValue Santa Monica (Official Test) 
42. Click On Document Tumor Procurement Passed 
43. Navigate to the Respective Patient Passed 
Input: 
Patient Name cigniti, Autotest_YreAo231116224823 
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Test 


AA. 


45. 


46. 


47. Click Verify Tumor Procurement 


48. Navigate to the Respective Patient in TPV 


Report 


Output: 
table cell 
table data info 


ANCCELQ 


Awaiting Completion 


Bee Mans 


"cellText" : "cigniti, test’, 
"repeatElemIndex" : 1 


yA 
"cellText" : "N/A’, 
"repeatElemIndex" : 2 


1 

Complete Surgery Documentation Passed 
Input: 

password OQL1AZbNhvS09q1t3Vq9zA== 

coi number 202311091A 

Patient Name cigniti, Autotest_YreAo231116224823 

COI number_TPU 202311091A 

Output: 

random date - 

PN : 

random time - 

LoadURL Passed 
Input: 


PassInputURL 


Login to Hospital Portal 
Input: 

password 

Rolelnput 

ATCiInput 

username 

Output: 

ATCValue 


https://iovancecares--caresuat.sandbox.my.site.com/ 
hospitalPortalCommercial/s/login 


Passed 
NdJfExjRW9XyCKW8afwpMg== 
Tumor Procurement Verifier 
Santa Monica (Official Test) 
tim.tpv.off@iovance.com.caresuat 
Santa Monica (Official Test) 
Passed 
Passed 
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Test 


49. 


90. 


5 


—. 


Ore, 


93. 


Report 


Input: 

Patient Name 
Output: 

table cell 
table data info 


ANCCELQ 


cigniti, Autotest_YreAo231116224823 


Awaiting Verification 


[I{ 
"cellText" : "DemoTPF, ATC", 
"repeatElemIndex" : 1 


ra 
"cellText" : "N/A", 
"repeatElemIndex" : 2 
a 
Ce 
TPF Verification for Surgery Documentation Passed 
Input: 
password NdJfExjRW9XyCKW8afwpMg== 
Patient Name cigniti, Autotest_YreAo231116224823 
Output: 
PN cigniti, Autotest_YreAo231116224823 
LoadURL Passed 
Input: 


PassInputURL 


. Login to Hospital Portal 


Input: 
password 
Rolelnput 
ATClInput 
username 
Output: 
ATCValue 


Click On Document Tumor Procurement 


Navigate to the Respective Patient 


Input: 
Patient Name 


https://iovancecares--caresuat.sandbox.my.site.com/ 
hospitalPortalCommercial/s/login 


Passed 
OQL1AZbNhvS09q1t3Vq9zA== 
Tumor Procurement User 
Santa Monica (Official Test) 
amy.tpu.off@iovance.com.caresuat 
Santa Monica (Official Test) 
Passed 
Passed 


cigniti, Autotest_YreAo231116224823 
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Test 


04. 


99. 


26. 


OF, 


58. 


Report 


Output: 
table cell 
table data info 


Complete Packing & Shipping 


Input: 

password 
Patient Name 
failure_message 


coi_number 
Output: 
PN 


LoadURL 
Input: 
PassInputURL 


Login to Hospital Portal 
Input: 

password 

Rolelnput 

ATCinput 

username 

Output: 

ATCValue 


Click Verify Tumor Procurement 


Navigate to the Respective Patient in TPV 


Input: 


ANCCELQ 


Awaiting Completion 


PE ee ans 


"cellText" : "cigniti, test", 
"repeatElemIndex" : 1 


yA 
"cellText" : "N/A’, 
"repeatElemIndex" : 2 


If 
Passed 


OQL1AZbNhvS09q1t3Vq9zA== 
cigniti, Autotest_YreAo231116224823 


Unable to find Time the Shipping Container packing was 
completed with the Tumor Tissue Container 


202311091A 


Passed 


https://iovancecares--caresuat.sandbox.my.site.com/ 
hospitalPortalCommercial/s/login 


Passed 
NdJfExjRW9XyCKW8afwpMg== 
Tumor Procurement Verifier 
Santa Monica (Official Test) 
tim.tpv.off@iovance.com.caresuat 
Santa Monica (Official Test) 
Passed 
Passed 
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Test Report ‘CCELQ 


Patient Name cigniti, Autotest_YreAo231116224823 
Output: 
table cell Awaiting Verification 


table data info 
"cellText" : "DemoTPF, ATC", 
"repeatElemIndex' : 1 


ie 
"cellText" : "N/A', 
"repeatElemIndex" : 2 


IPs 
oom 
59. TPF Verification for Packing & Shipping Passed 
Input: 
password NdJfExjRW9XyCKW8afwpMg== 
Patient Name cigniti, Autotest_YreAo231116224823 
Output: 
PN cigniti, Autotest_YreAo231116224823 
60. LoadURL Passed 
Input: 
PassInputURL https://iovancecares--caresuat.sandbox.my.salesforce.com 
61. Login to Health Cloud Portal Passed 
Input: 
password NdJfExjRW9XyCKW8afwpMg== 
username alllogistics@ovance.com.caresuat 
62. Change FP Status Passed 
Input: 
coi_number 202311091A 
63. Perform LogOut (Health Cloud) Passed 
64. LoadURL Passed 
Input: 
PassInputURL https://iovancecares--caresuat.sandbox.my.site.com/cmo/s/ 
login 
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Test Report 


65. Login to CMO Portal 
Input: 
password 
username_wuxi 
Manufacturing Plant 
username 
password_wuxi 


66. Clicking Scan Label 


67. Reason for scan 
Input: 
reason for scan 


68. Enter Barcode Number 


Input: 


BarcodeErrorMsgVerify 


barcode number 


69. Verify FP Status 
Output: 
currrent_fp_status 


70. LoadURL 
Input: 
PassInputURL 


7 


—- 


. Login to CMO Portal 
Input: 
password 
username_wuxi 
Manufacturing Plant 
username 
password_wuxi 


72. Clicking Scan Label 


ACCELQ 


Passed 
OQL1AZbNhvS09q1t3Vq9zA== 
wendywuximfu@iovance.com.caresuat 
Wuxi Advanced Therapies 
irvinictemfu@iovance.com.caresuat 
NdJfExjRW9XyCKW8afwpMg== 

Passed 

Passed 
RM Received from Courier 

Passed 
202311091A-L202311091A 

Passed 
Warehouse Received SM 

Passed 


https://iovancecares--caresuat.sandbox.my.site.com/cmo/s/ 
login 


Passed 
OQL1AZbNhvS09q1t3Vq9zA== 
meganwuximfq@iovance.com.caresuat 
Wuxi Advanced Therapies 
isaacictcmfq@iovance.com.caresuat 
NdJfExjRW9XyCKW8afwpMg== 

Passed 
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Test 


Te. 


74. 


7. 


o1 


76. 


7. 


7s. 


79. 


80. 


8 


= 


SZ. 


Report 


Reason for scan 
Input: 
reason for scan 


Enter Barcode Number 
Input: 
BarcodeErrorMsgVerify 
barcode number 


. Navigate to Related Tab 


ANCCELQ 


Passed 


RM Received by Quality 


Passed 


202311091A-L202311091A 


Passed 


CMO_Click LOT RecordAndNavigatetoRelatedTab Passed 


Select Edit and close 
Output: 
No of Labels Printed 


Passed 


Scan Media Bottle Quality Check Passed 


Input: 
barcode number 


LoadURL 
Input: 
PassInputURL 


Login to CMO Portal 
Input: 

password 
username_wuxi 
Manufacturing Plant 
username 
password_wuxi 


. Clicking Scan Label 


Reason for scan 
Input: 


202311091A-L202311091A 


Passed 


https://iovancecares--caresuat.sandbox.my.site.com/cmo/s/ 
login 


Passed 
OQL1AZbNhvS09q1t3Vq9zA== 
wendywuximfu@iovance.com.caresuat 
WuxXi Advanced Therapies 
irvinictemfu@iovance.com.caresuat 
NdJfExjRW9XyCKW8afwpMg== 

Passed 

Passed 
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Test 


83. 


84. 


85. 


86. 


87. 


88. 


89. 


Report 


reason for scan 


Enter Barcode Number 
Input: 
BarcodeErrorMsgVerify 
barcode number 


Clicking Scan Label 


Reason for scan 
Input: 
reason for scan 


DO Scans 

Input: 
Manufacturing Plant 
dayO_second 
day0_third 

barcode 
dayO_fourth 
dayO_fifth 


LoadURL 
Input: 
PassInputURL 


ANCCELQ 


RM Received by Manufacturing 


Passed 
202311091A-L202311091A 

Passed 

Passed 
MFG Start - Match BR to MFG Order 

Passed 


WuxXi Advanced Therapies 

MFG Start - Match Bottle Label to MFG Order 
MFG Start - Match BR to MFG Order 
202311091A-L202311091A 

MFG Start - Match Flask to MFG Order 

MFG Start - Scan MFG Start Flask Label 


Passed 


https://iovancecares--caresuat.sandbox.my.salesforce.com 


Login to Health Cloud Portal Passed 
Input: 

password GibY8gNH2IXtsU3Rc/FwcA== 

username timcm@iovance.com.caresuat 

CancelTIL Order Passed 


Input: 
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Test Report ‘CCELQ 


Patient Name cigniti, Autotest_YreAo231116224823 
coinumber 202311091A 
ColStatusBeforeCancelOr Active 

der 

FPStatusAfterCancel MFG Start 


FPStatusBeforeCancel MFG Start 


ColStatusAfterCancelOrd Retired 
er 


OrderStatusBeforeCancel Lot Received 
LOTStatusAfterCancel Retired 
LOTStatusBeforeCancel Active 
OrderStatusAfterCancel Canceled 


Output: 
Tumor Tissue PickUp - 
Date String ... 
list - 
Final Product Delivery ; 
Date Stri... 
90. Perform LogOut (Health Cloud) Passed 

11. US_36476 - System Story/Repopulate FP Shipping & FP Delivery 
Dates on the TIL Order Record Upon Tumor Tissue Pick-Up 
Reschedule 


0:06:05 | US_36476 - System Story/Repopulate FP Shipping & FP 
Delivery Dates on the TIL Order Record Upon Tumor Tissue Pick-Up 


Reschedule 
1. Invoke Browser Passed 
Input: 
URL https://iovancecares--caresuat.sandbox.my.site.com/ 
hospitalPortalCommercial/s/login 
2. Login to Hospital Portal Passed 
Input: 
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Test 


Report 


password 
Rolelnput 
ATClInput 
username 
Output: 
ATCValue 


E58+axk4jGvwWBKPSWtZPA== 

Cell Therapy Coordinator 

Santa Monica (Official Test) 
helen.ctc.off@iovance.com.caresuat 


Santa Monica (Official Test) 


Click Patient Registration Button 


Output: 
ATCHomeOutput 


Patient Information 
Output: 
currenttime 
TreatingPhyOutput 
DOB 

First Name 
Zipcode 

full name 


Indication 

Input: 

last name 
incomplete bubbles 
first name 
completed bubbles 
Output: 
patient_name 
COlnumber 

DOB 


Upload PCF 

Input: 

number 

Patient Name 
PatientConsentForm 
date of birth 


231116232905 

William Physician (Official Test) 
11/16/1976 
Autotest_Xkd3V231116232905 

52646 

cigniti, Autotest_Xkd3V231116232905 


cigniti 

4 
Autotest_Xkd3V231116232905 
1 


cigniti, Autotest_Xkd3V231116232905 
202311097A 
DOB: 16 Nov 1976 


202311097A 

cigniti, Autotest_Xkd3V231116232905 
TestData/Patient Consent Form.pdf 
DOB: 16 Nov 1976 


ANCCELQ 


Passed 


Passed 


Passed 


Passed 
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Test 


10, 


Report 


Output: 
coi number 


OptOut 

Input: 

coi number 
Patient Name 
date of birth 


Select_Pickup 
Input: 

coi number 
Patient Name 
date of birth 


Output: 


procurement surgeon 


hour 
delivery date 
pickup date 


Review_Submit 
Input: 

zipcode 

coi number 
pickup time 
last name 
verify coi 
Patient Name 
first name 
surgeon name 
date of birth 
pickup date 
delivery date 
Output: 

verify coi number 


Switch to Mega Tab 


ANCCELQ 


Passed 


cigniti, Autotest_Xkd3V231116232905 
DOB: 16 Nov 1976 


Passed 


cigniti, Autotest_Xkd3V231116232905 
DOB: 16 Nov 1976 


Harold Surgeon (Official Test) 
12:15 AM 

Wednesday, 15 Nov 2023 
Tuesday, 26 Dec 2023 


Passed 


52646 


12:15 AM 

cigniti 

202311097A 

cigniti, Autotest_Xkd3V231116232905 
Autotest_Xkd3V231116232905 

Harold Surgeon (Official Test) 

DOB: 16 Nov 1976 

Tuesday, 26 Dec 2023 

Wednesday, 15 Nov 2023 


202311097A 


Passed 
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Test Report ‘CCELQ 


Input: 
tab name MY PATIENTS 


1 


—si 


. Click Respective Patient Passed 
Input: 
Patient type : 
patient name cigniti, Autotest_Xkd3V231116232905 
data_orderstate = 
Output: 
clicked_patient - 


12. Click Request Pick-up Reschedule & Reschedule Pickup Date Passed 
Input: 
coi number 202311097A 
patient name cigniti, Autotest_Xkd3V231116232905 
Output: 
hour Monday, 08 Jan 2024 
verify_coi_number 202311097A 
13. LoadURL Passed 
Input: 
PassInputURL https://iovancecares--caresuat.sandbox.my.salesforce.com 
14. Login to Health Cloud Portal Passed 
Input: 
password GibY8gNH2IXtsU3Rc/FwcA== 
username timcm@iovance.com.caresuat 
15. Get Manufacturing Plant Passed 
Input: 
3PL PO - 
coinumber 202311097A 
patient_name cigniti, Autotest_Xkd3V231116232905 
Output: 
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Test Report ‘CCELQ 


Manufacturing Plant ICTC 

patient full name Autotest_Xkd3V231116232905 cigniti 

list [ "cigniti", "Autotest_Xkd3V231116232905" | 
earliest final product ship 1/4/2024 

date 


final product delivery date 1/8/2024 


16. Verify Ship & Delivery Dates Passed 
Input: 
slot fp ship date 1/4/2024 
slot fp delivery date 1/8/2024 
17. Perform LogOut (Health Cloud) Passed 
12. US_14119 - System Story/Recalculate Golden Path Dates when 


Tumor Tissue Pick-Up is Rescheduled 


0:07:34 | US_14119 - System Story/Recalculate Golden Path Dates 
when Tumor Tissue Pick-Up is Rescheduled 


1. Invoke Browser Passed 
Input: 
URL https://iovancecares--caresuat.sandbox.my.site.com/ 


hospitalPortalCommercial/s/login 


2. Login to Hospital Portal Passed 
Input: 
password E58+axk4jGvwWBKPSWtZPA== 
Rolelnput Cell Therapy Coordinator 
ATClInput Santa Monica (Official Test) 
username helen.ctc.off@iovance.com.caresuat 
Output: 
ATCValue Santa Monica (Official Test) 
3. Click Patient Registration Button Passed 
Output: 
ATCHomeOutput 2 
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Test 


Report 


Patient Information 
Output: 
currenttime 
TreatingPhyOutput 
DOB 

First Name 
Zipcode 

full name 


Indication 

Input: 

last name 
incomplete bubbles 
first name 
completed bubbles 
Output: 
patient_name 
COlnumber 

DOB 


Upload PCF 

Input: 

number 

Patient Name 
PatientConsentForm 
date of birth 

Output: 

coi number 


OptOut 

Input: 

coi number 
Patient Name 
date of birth 


Select_Pickup 
Input: 


231116233508 

William Physician (Official Test) 
11/16/1998 
Autotest_pWyis231116233508 

54256 

cigniti, Autotest_pWyis231116233508 


cigniti 

4 
Autotest_pWyis231116233508 
1 


cigniti, Autotest_pWyis231116233508 
202311098A 
DOB: 16 Nov 1998 


202311098A 

cigniti, Autotest_pWyis231 116233508 
TestData/Patient Consent Form.pdf 
DOB: 16 Nov 1998 


cigniti, Autotest_pWyis231116233508 
DOB: 16 Nov 1998 


ANCCELQ 


Passed 


Passed 


Passed 


Passed 


Passed 
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Test 


10. 


1 


—s 


NEE 


Report 


coi number 

Patient Name 

date of birth 

Output: 

procurement surgeon 
hour 

delivery date 

pickup date 


Review_Submit 
Input: 

zipcode 

coi number 
pickup time 
last name 
verify coi 
Patient Name 
first name 
surgeon name 
date of birth 
pickup date 
delivery date 
Output: 

verify coi number 


LoadURL 
Input: 
PassInputURL 


. Login to Health Cloud Portal 


Input: 
password 
username 


Navigate to TIL Order 
Input: 
coi number 


ACCELQ 


cigniti, Autotest_pWyis231116233508 
DOB: 16 Nov 1998 


Harold Surgeon (Official Test) 
5:15 AM 

Tuesday, 12 Dec 2023 
Tuesday, 26 Dec 2023 


Passed 


54256 

5:15 AM 

cigniti 

202311098A 

cigniti, Autotest_pWyis231116233508 
Autotest_pWyis231116233508 
Harold Surgeon (Official Test) 

DOB: 16 Nov 1998 

Tuesday, 26 Dec 2023 

Tuesday, 12 Dec 2023 


202311098A 


Passed 


https://iovancecares--caresuat.sandbox.my.salesforce.com 


Passed 


GibY8gNH2IXtsU3Rc/FwcA== 


timcm@iovance.com.caresuat 


Passed 


202311098A 
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Test 


iss 


14. 


15, 


16, 


AWE 


NS: 


Report 


Output: 
TIL_ODR 


Verify Golden Path Dates are Generated 


Output: 

earliest final product 
delivery ... 

estimated tumor tissue 
delivery ... 

earliest final product 
shipping ... 


Perform LogOut (Health Cloud) 


LoadURL 
Input: 
PassInputURL 


Login to Hospital Portal 
Input: 

password 

Rolelnput 

ATClInput 

username 


Output: 
ATCValue 


Switch to Mega Tab 
Input: 
tab name 


Click Respective Patient 
Input: 

Patient type 

patient name 
data_orderstate 


Output: 


ANCCELQ 


TIL-ODR1705 


Passed 


12/12/2023 
12/27/2023 


12/10/2023 


Passed 


Passed 


https://iovancecares--caresuat.sandbox.my.site.com/ 
hospitalPortalCommercial/s/login 


Passed 
E58+axk4jGvwWBKPSWtZPA== 
Cell Therapy Coordinator 
Santa Monica (Official Test) 
helen.ctc.off@iovance.com.caresuat 
Santa Monica (Official Test) 

Passed 
MY PATIENTS 

Passed 


cigniti, Autotest_pWyis231116233508 
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Test Report ‘CCELQ 


clicked_patient - 


19. Click Request Pick-up Reschedule & Reschedule Pickup Date Passed 
Input: 
coi number 202311098A 
patient name cigniti, Autotest_pWyis231116233508 
Output: 
hour Friday, 05 Jan 2024 
verify_coi_number 202311098A 
20. LoadURL Passed 
Input: 
PassInputURL https://iovancecares--caresuat.sandbox.my.salesforce.com 
21. Login to Health Cloud Portal Passed 
Input: 
password GibY8gNH2IXtsU3Rc/FwcA== 
username timcm@iovance.com.caresuat 
22. Navigate to TIL Order Passed 
Input: 
coi number 202311098A 
Output: 
TIL_ODR TIL-ODR1705 
23. Verify Golden Path Dates are Generated Passed 
Output: 
earliest final product 1/5/2024 
delivery ... 
estimated tumor tissue 12/9/2023 
delivery ... 
earliest final product 1/3/2024 
shipping ... 
24. Perform LogOut (Health Cloud) Passed 
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Test 


13 


Report 


CM Reschedules Tumor Specimen Pick-up after Lot Assignment 
0:12:24 | R_Scenario 06: CM Reschedules Tumor Specimen Pick-up 


after Lot Assignment 


Invoke Browser 
Input: 
URL 


Login to Hospital Portal 
Input: 

password 

Rolelnput 

ATClInput 

username 

Output: 

ATCValue 


https://iovancecares--caresuat.sandbox.my.site.com/ 
hospitalPortalCommercial/s/login 


E58+axk4jGvwWBKPSWtZPA== 


Cell Therapy Coordinator 


Santa Monica (Official Test) 
helen.ctc.off@iovance.com.caresuat 


Santa Monica (Official Test) 


Click Patient Registration Button 


Output: 
ATCHomeOutput 


Patient Information 
Output: 
currenttime 
TreatingPhyOutput 
DOB 

First Name 
Zipcode 

full name 


Indication 

Input: 

last name 
incomplete bubbles 
first name 
completed bubbles 


231117094352 


William Physician (Official Test) 


11/17/1974 


Autotest_pqSNi231117094352 


OZ? 


cigniti, Autotest_pqSNi23111 7094352 


cigniti 
4 


Autotest_pqSNi231117094352 


1 


ANCCELQ 


PASSED 


Passed 


Passed 


Passed 


Passed 


Passed 
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Test 


Report 


Output: 
patient_name 


COlnumber 
DOB 


Upload PCF 

Input: 

number 

Patient Name 
PatientConsentForm 
date of birth 

Output: 

coi number 


OptOut 

Input: 

coi number 
Patient Name 
date of birth 


Select_Pickup 

Input: 

coi number 

Patient Name 

date of birth 

Output: 

procurement surgeon 
hour 

delivery date 

pickup date 


Review_Submit 
Input: 


cigniti, Autotest_pqSNi231117094352 


202311107A 
DOB: 17 Nov 1974 


202311107A 


cigniti, Autotest_pqSNi23111 7094352 
TestData/Patient Consent Form.pdf 


DOB: 17 Nov 1974 


cigniti, Autotest_pqSNi231117094352 


DOB: 17 Nov 1974 


cigniti, Autotest_pqSNi231117094352 


DOB: 17 Nov 1974 


Harold Surgeon (Official Test) 


6:15 AM 
Monday, 4 Dec 2023 
Tuesday, 26 Dec 2023 


ACCELQ 


Passed 


Passed 


Passed 


Passed 
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Test Report ‘CCELQ 


zipcode 51627 
coi number : 
pickup time 6:15 AM 
last name cigniti 
verify coi 202311107A 
Patient Name cigniti, Autotest_pqSNi23111 7094352 
first name Autotest_pqSNi231117094352 
surgeon name Harold Surgeon (Official Test) 
date of birth DOB: 17 Nov 1974 
pickup date Tuesday, 26 Dec 2023 
delivery date Monday, 4 Dec 2023 
Output: 
verify coi number 202311107A 
10. LoadURL Passed 
Input: 
PassInputURL https://iovancecares--caresuat.sandbox.my.salesforce.com 
11. Login to Health Cloud Portal Passed 
Input: 
password GibY8gNH2IXtsU3Rc/FwcA== 
username timcm@iovance.com.caresuat 
12. Approve TIL Order Request Passed 
Input: 
3PL PO TestData/3PL PO.pdf 
coinumber 202311107A 
patient_name cigniti, Autotest_pqSNi23111 7094352 
Output: 
patient full name Autotest_pqSNi231117094352 cigniti 
list [ "cigniti", "Autotest_pqSNi231117094352" | 
plant_name Wuxi Advanced Therapies 
13. Get Manufacturing Plant Passed 
Input: 
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Test 


14. 


ie 


sy 


Ge 


18. 


Report 


) el ee) 

coinumber 
patient_name 
Output: 
Manufacturing Plant 
patient full name 
list 


earliest final product ship 


date 


ANCCELQ 


202311107A 
cigniti, Autotest_pqSNi23111 7094352 


Wuxi Advanced Therapies 
Autotest_pqSNi23111 7094352 cigniti 

[ "cigniti", "Autotest_pqSNi231117094352" | 
12/17/2023 


final product delivery date 12/4/2023 


Perform LogOut (Health Cloud) Passed 
LoadURL Passed 
Input: 


PassInputURL 


Login to CMO Portal 
Input: 

password 
username_wuxi 
Manufacturing Plant 
username 
password_wuxi 


Navigate to Lot Record 
Input: 

patient name 
coi_number 

Output: 

table cell 


Provide Lot Number 
Input: 

patient name 
coi_number 

Output: 


https://iovancecares--caresuat.sandbox.my.site.com/cmo/s/ 
login 


Passed 


OQL1AZbNhvS09q1t3Vq9zA== 
meganwuximfq@iovance.com.caresuat 
Wuxi Advanced Therapies 
isaacictcmfq@iovance.com.caresuat 
NdJfExjRW9XyCKW8afwpMg== 


Passed 


cigniti, Autotest_pqSNi23111 7094352 
202311107A 


Passed 


cigniti, Autotest_pqSNi23111 7094352 
202311107A 
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Test 


19. 


20, 


2 


—si 


on 


ZS 


Report 


LCOI 


LoadURL 
Input: 
PassInputURL 


Login to CMO Portal 
Input: 

password 
username_wuxi 
Manufacturing Plant 
username 
password_wuxi 


. Navigate to Lot Record 


Input: 
patient name 
coi_number 
Output: 

table cell 


Verify Lot Number 
Input: 

patient name 
coi_number 
Output: 
ActualPDFFilePath 


coi 
Barcodeno 


GoldenPath_FP 
ShippingDate 


GoldentPath_EST TD 


LoadURL 
Input: 


ANCCELQ 


L202311107A 


Passed 


https://iovancecares--caresuat.sandbox.my.site.com/cmo/s/ 
login 


Passed 


OQL1AZbNhvS09q1t3Vq9zA== 
melvinwuximfq@iovance.com.caresuat 
Wuxi Advanced Therapies 
meganictcmfq@iovance.com.caresuat 
NdJfExjRW9XyCKW8afwpMg== 


Passed 


cigniti, Autotest_pqSNi23111 7094352 
202311107A 


Passed 


cigniti, Autotest_pqSNi23111 7094352 
202311107A 


D:/Users/Amrutha.Gadikan/ACCELQAgent/AgentInstances/ 
agent/user_data/\\TestData\\PDF Downloads\\17 Nov 
2023\\202311107A\\09_11_36... 


L202311107A 
202311107A-L202311107A 


Passed 
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Test 


24. 


pas 


Report 


PassInputURL 


ANCCELQ 


https://iovancecares--caresuat.sandbox.my.salesforce.com 


Login to Health Cloud Portal Passed 
Input: 

password GibY8gNH2IXtsU3Rc/FwcA== 

username timcm@iovance.com.caresuat 

CM reschedules order For Specified Plant Passed 
Input: 

coinumber 202311107A 

wuxi Wuxi Advanced Therapies 

Output: 


ActualPlantName 
updated pickup date 
Pickday 1 

Pickday 2 

initial slot 

D Date2 

updated delivery date 
initial pickup day 

D Datel 

initial delivery date 
updated slot no 
initial pickup date 
Wuxi Advanced 
Therapies 

hour 

FPSD1 

FRSDZ 

FPDD2 

updated pickup day 
FPDD1 

TTPDZ 

TTPD1 

updated final prod 
shipping date 


initial final prod shipping 
date 


ICTC 
12/26/2023 


SL-1086 | Slot 
12/27/2023 
Tuesday 
12/27/2023 
SL-1086 | Slot 
12/26/2023 


12:15 AM 


Tuesday 


11/13/2023 


12/1/2023 
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Test 


14. 


Report 


ANCCELQ 


CM Reschedules Tumor Specimen Pick-up after submitting the order 


0:08:01 | R_Scenario 08: CM Reschedules Tumor Specimen Pick-up 
after submitting the order 


Invoke Browser 
Input: 
URL 


Login to Hospital Portal 


Input: 
password 
Rolelnput 
ATClInput 
username 
Output: 
ATCValue 


https://iovancecares--caresuat.sandbox.my.site.com/ 


hospitalPortalCommercial/s/login 


E58+axk4jGvwWBKPSWtZPA== 

Cell Therapy Coordinator 

Santa Monica (Official Test) 
helen.ctc.off@iovance.com.caresuat 


Santa Monica (Official Test) 


Click Patient Registration Button 


Output: 
ATCHomeOutput 


Patient Information 
Output: 
currenttime 
TreatingPhyOutput 
DOB 

First Name 
Zipcode 

full name 


Indication 

Input: 

last name 
incomplete bubbles 
first name 
completed bubbles 


231117095610 

William Physician (Official Test) 
1/17/1983 
Autotest_SEeC3231117095610 

51565 

cigniti, Autotest_SEeC3231117095610 


cigniti 

4 
Autotest_SEeC3231117095610 
1 


Passed 


Passed 


Passed 


Passed 


Passed 
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Test 


Report 


Output: 
patient_name 


COlnumber 
DOB 


Upload PCF 

Input: 

number 

Patient Name 
PatientConsentForm 
date of birth 

Output: 

coi number 


OptOut 

Input: 

coi number 
Patient Name 
date of birth 


Select_Pickup 

Input: 

coi number 

Patient Name 

date of birth 

Output: 

procurement surgeon 
hour 

delivery date 

pickup date 


Review_Submit 
Input: 


cigniti, Autotest_SEeC3231117095610 


202311109A 
DOB: 17 Nov 1983 


202311109A 


cigniti, Autotest_SEeC3231117095610 
TestData/Patient Consent Form.pdf 


DOB: 17 Nov 1983 


cigniti, Autotest_SEeC3231117095610 


DOB: 17 Nov 1983 


cigniti, Autotest_SEeC3231117095610 


DOB: 17 Nov 1983 


Harold Surgeon (Official Test) 


8:15 AM 
Monday, 13 Nov 2023 
Tuesday, 26 Dec 2023 


ANCCELQ 


Passed 


Passed 


Passed 


Passed 
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Test 


1G; 


1 


—- 


12. Approve TIL Order Request 


13: 


Report 


zipcode 

coi number 
pickup time 
last name 
verify coi 
Patient Name 
first name 
surgeon name 
date of birth 
pickup date 
delivery date 
Output: 

verify coi number 


LoadURL 
Input: 
PassInputURL 


. Login to Health Cloud Portal 


Input: 
password 
username 


Input: 

SsPERO 
coinumber 
patient_name 
Output: 

patient full name 
list 

plant_name 


CM reschedules order 
Input: 

coinumber 

Output: 


ANCCELQ 


S000 


8:15 AM 

cigniti 

202311109A 

cigniti, Autotest_SEeC323111 7095610 
Autotest_SEeC3231117095610 

Harold Surgeon (Official Test) 

DOB: 17 Nov 1983 

Tuesday, 26 Dec 2023 

Monday, 13 Nov 2023 


202311109A 


Passed 


https://iovancecares--caresuat.sandbox.my.salesforce.com 


Passed 


GibY8gNH2IXtsU3Rc/FwcA== 
timcm@iovance.com.caresuat 


Passed 


TestData/3PL PO.pdf 
202311109A 
cigniti, Autotest_SEeC3231117095610 


Autotest_SEeC3231117095610 cigniti 
[ "cigniti", "Autotest_SEeC3231117095610" | 
ICTC 


Passed 


202311109A 
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Test Report ‘CCELQ 


updated pickup date 12/26/2023 
Pickday 1 = 

Pickday 2 : 

initial slot SL-0929 

D Date2 = 

updated delivery date 12/27/2023 
initial pickup day Tuesday 

D Datel = 

initial delivery date 2/277 2028 
updated slot no SL-1086 
initial pickup date 12/26/2023 
FPSD1 = 

FPDD2 = 

updated pickup day Tuesday 
FPSD2 : 

FPDD1 = 

TTPD2 = 

THD : 

updated final prod 12/1/2023 


shipping date 
initial final prod shipping 11/11/2023 


date 
14. CancelTIL Order Passed 
Input: 
Patient Name cigniti, Autotest_SEeC3231117095610 
coinumber 202311109A 
COlStatusBeforeCancelOr Active 
der 
FPStatusAfterCancel SM Pick-up Scheduled 


FPStatusBeforeCancel SM Pick-up Scheduled 


ColStatusAfterCancelOrd Retired 
er 


OrderStatusBeforeCancel Lot Requested 
LOTStatusAfterCancel Canceled 
LOTStatusBeforeCancel Requested 
OrderStatusAfterCancel Canceled 


Output: 
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Test 


Th 


Report 


Tumor Tissue PickUp 
Date String ... 


list 
Final Product Delivery 
Date Stri... 


CTC Reschedules Tumor Specimen Pick-up after Lot Assignment 


ANCCELQ 


0:11:23 | CancelOrder_Scenario 12: CM Cancel the order after Lot 


Assignment 


Invoke Browser 
Input: 
URL 


Passed 


https://iovancecares--caresuat.sandbox.my.site.com/ 


hospitalPortalCommercial/s/login 


Login to Hospital Portal Passed 
Input: 

password E58+axk4jGvwWBKPSWtZPA== 

Rolelnput Cell Therapy Coordinator 

ATClinput Santa Monica (Official Test) 

username helen.ctc.off@iovance.com.caresuat 

Output: 

ATCValue Santa Monica (Official Test) 

Click Patient Registration Button Passed 
Output: 

ATCHomeOutput : 

Patient Information Passed 


Output: 
currenttime 
TreatingPhyOutput 
DOB 

First Name 
Zipcode 

full name 


231117103151 

William Physician (Official Test) 
11/17/1991 
Autotest_wJgIZ231117103151 

55077 

cigniti, Autotest_wJgIZ231117103151 


PASSED 
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Test 


3), 


Report 


Indication 

Input: 

last name 
incomplete bubbles 
first name 
completed bubbles 
Output: 
patient_name 
COlnumber 

DOB 


Upload PCF 

Input: 

number 

Patient Name 
PatientConsentForm 
date of birth 

Output: 

coi number 


OptOut 

Input: 

coi number 
Patient Name 
date of birth 


Select_Pickup 

Input: 

coi number 

Patient Name 

date of birth 

Output: 

procurement surgeon 
hour 

delivery date 

pickup date 


cigniti 
4 


Autotest_wJgIZ231117103151 


1 


cigniti, Autotest_wJgIZ231117103151 


202311116A 
DOB: 17 Nov 1991 


202311116A 


cigniti, Autotest_wJgIZ231117103151 
TestData/Patient Consent Form.pdf 


DOB: 17 Nov 1991 


cigniti, Autotest_wJglZ231117103151 


DOB: 17 Nov 1991 


cigniti, Autotest_wJgIZ231117103151 


DOB: 17 Nov 1991 


Harold Surgeon (Official Test) 


10:15 AM 
Monday, 11 Dec 2023 
Tuesday, 26 Dec 2023 


ANCCELQ 


Passed 


Passed 


Passed 


Passed 
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Test 


9. 


10: 


1 


—s 


2: 


ey 


Report 


Review_Submit 
Input: 
zipcode 

coi number 
pickup time 
last name 
verify coi 
Patient Name 
first name 
surgeon name 
date of birth 
pickup date 
delivery date 
Output: 


verify coi number 


LoadURL 
Input: 
PassInputURL 


. Login to Health Cloud Portal 


Input: 
password 
username 


Approve TIL Order Request 


Input: 
3PERPO 
coinumber 
patient_name 


Output: 


patient full name 


list 
plant_name 


Get Manufacturing Plant 


Input: 


ANCCELQ 


Passed 


95677 


10:15 AM 

cigniti 

202311116A 

cigniti, Autotest_wJgIZ231117103151 
Autotest_wJgIZ231117103151 
Harold Surgeon (Official Test) 

DOB: 17 Nov 1991 

Tuesday, 26 Dec 2023 

Monday, 11 Dec 2023 


202311116A 


Passed 


https://iovancecares--caresuat.sandbox.my.salesforce.com 


Passed 


GibY8gNH2IXtsU3Rc/FwcA== 
timcm@iovance.com.caresuat 


Passed 


TestData/3PL PO.pdf 
202311116A 
cigniti, Autotest_wJgIZ231117103151 


Autotest_wJgIZ231117103151 cigniti 
[ "cigniti", "Autotest_wJgIZ231117103151" ] 
ICTC 


Passed 
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Test 


14. 


ie 


sy 


Ge 


18. 


Report 


) el ee) 

coinumber 
patient_name 
Output: 
Manufacturing Plant 
patient full name 
list 


earliest final product ship 


date 


ANCCELQ 


202311116A 
cigniti, Autotest_wJgIZ231117103151 


ICIS 

Autotest_wJgIZ231117103151 cigniti 

[ "cigniti", "Autotest_wJgIZ231117103151" ] 
12/8/2023 


final product delivery date 12/11/2023 


Perform LogOut (Health Cloud) Passed 
LoadURL Passed 
Input: 


PassInputURL 


Login to CMO Portal 
Input: 

password 
username_wuxi 
Manufacturing Plant 
username 
password_wuxi 


Navigate to Lot Record 
Input: 

patient name 
coi_number 

Output: 

table cell 


Provide Lot Number 
Input: 

patient name 
coi_number 

Output: 


https://iovancecares--caresuat.sandbox.my.site.com/cmo/s/ 
login 


Passed 


OQL1AZbNhvS09q1t3Vq9zA== 
meganwuximfq@iovance.com.caresuat 
I¢TC 
isaacictcmfq@iovance.com.caresuat 
NdJfExjRW9XyCKW8afwpMg== 


Passed 


cigniti, Autotest_wJgIZ231117103151 
202311116A 


Passed 


cigniti, Autotest_wJgIZ231117103151 
202311116A 
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Test 


19. 


20, 


2 


—s 


on 


ZS 


Report 


LCOI| 


LoadURL 
Input: 
PassInputURL 


Login to CMO Portal 
Input: 

password 
username_wuxi 
Manufacturing Plant 
username 
password_wuxi 


. Navigate to Lot Record 


Input: 
patient name 
coi_number 
Output: 

table cell 


Verify Lot Number 
Input: 

patient name 
coi_number 
Output: 
ActualPDFFilePath 


coi 
Barcodeno 


GoldenPath_FP 
ShippingDate 


GoldentPath_EST TD 


LoadURL 
Input: 


ANCCELQ 


L202311116A 


Passed 


https://iovancecares--caresuat.sandbox.my.site.com/cmo/s/ 
login 


Passed 


OQL1AZbNhvS09q1t3Vq9zA== 
melvinwuximfq@iovance.com.caresuat 
ICTC 
meganictcmfq@iovance.com.caresuat 
NdJfExjRW9XyCKW8afwpMg== 


Passed 


cigniti, Autotest_wJgIZ231117103151 
202311116A 


Passed 


cigniti, Autotest_wJgIZ231117103151 
202311116A 


D:/Users/Amrutha.Gadikan/ACCELQAgent/AgentInstances/ 
agent/user_data/\\TestData\\PDF Downloads\\17 Nov 
2OZ3\2Z0Z23 VV 1TGANIOLI L725. 


L202311116A 
202311116A-L202311116A 


Passed 
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Test Report ‘CCELQ 


PassInputURL https://iovancecares--caresuat.sandbox.my.salesforce.com 
24. Login to Health Cloud Portal Passed 
Input: 
password GibY8gNH2IXtsU3Rc/FwcA== 
username timcm@iovance.com.caresuat 
25. CancelTIL Order Passed 
Input: 
Patient Name cigniti, Autotest_wJgIZ231117103151 
coinumber 202311116A 
CoOlStatusBeforeCancelOr - 
der 
FPStatusAfterCancel SM Pick-up Scheduled 


FPStatusBeforeCancel SM Pick-up Scheduled 


ColStatusAfterCancelOrd Retired 
er 


OrderStatusBeforeCancel Lot Received 
LOTStatusAfterCancel Retired 
LOTStatusBeforeCancel Active 
OrderStatusAfterCancel Canceled 
Output: 


Tumor Tissue PickUp - 
Date String ... 


list : 
Final Product Delivery 2 
Date Stri... 


26. Perform LogOut (Health Cloud) Passed 


16. US_37331 - System Story/Update Lifecycle States and Flags for a 
Canceled TIL Order 


0:06:59 | US_37331 - System Story/Update Lifecycle States and Flags 
for a Canceled TIL Order 


1. Invoke Browser Passed 
Input: 
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Test 


Report 


URL 


Login to Hospital Portal 


Input: 
password 
Rolelnput 
ATClInput 
username 
Output: 
ATCValue 


ANCCELQ 


https://iovancecares--caresuat.sandbox.my.site.com/ 


hospitalPortalCommercial/s/login 


E58+axk4jGvwWBKPSWtZPA== 

Cell Therapy Coordinator 

Santa Monica (Official Test) 
helen.ctc.off@iovance.com.caresuat 


Santa Monica (Official Test) 


Click Patient Registration Button 


Output: 
ATCHomeOutput 


Patient Information 
Output: 
currenttime 
TreatingPhyOutput 
DOB 

First Name 
Zipcode 

full name 


Indication 

Input: 

last name 
incomplete bubbles 
first name 
completed bubbles 
Output: 
patient_name 
COlnumber 

DOB 


Upload PCF 


231117104312 

William Physician (Official Test) 
11771989 
Autotest_hfjd7231117104312 

56873 

cigniti, Autotest_hfjd7231117104312 


cigniti 

4 
Autotest_hfjd7231117104312 
1 


cigniti, Autotest_hfjd7231117104312 
2023111184 
DOB: 17 Nov 1989 


Passed 


Passed 


Passed 


Passed 


Passed 
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Test 


Report 


Input: 

number 

Patient Name 
PatientConsentForm 
date of birth 

Output: 

coi number 


OptOut 

Input: 

coi number 
Patient Name 
date of birth 


Select_Pickup 
Input: 

coi number 
Patient Name 
date of birth 


Output: 

procurement surgeon 
hour 

delivery date 

pickup date 


Review_Submit 
Input: 


202311118A 


cigniti, Autotest_hfjd7231117104312 
TestData/Patient Consent Form.pdf 


DOB: 17 Nov 1989 


cigniti, Autotest_hfjd7231117104312 


DOB: 17 Nov 1989 


cigniti, Autotest_hfjd7231117104312 


DOB: 17 Nov 1989 


Harold Surgeon (Official Test) 


11:15 AM 


Wednesday, 15 Nov 2023 


Tuesday, 26 Dec 2023 


ANCCELQ 


Passed 


Passed 


Passed 
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Test Report ‘CCELQ 


zipcode 56873 
coi number = 
pickup time 11:15 AM 
last name cigniti 
verify coi 202311118A 
Patient Name cigniti, Autotest_hfjd7231117104312 
first name Autotest_hfjd7231117104312 
surgeon name Harold Surgeon (Official Test) 
date of birth DOB: 17 Nov 1989 
pickup date Tuesday, 26 Dec 2023 
delivery date Wednesday, 15 Nov 2023 
Output: 
verify coi number 202311118A 
10. LoadURL Passed 
Input: 
PassInputURL https://iovancecares--caresuat.sandbox.my.salesforce.com 
11. Login to Health Cloud Portal Passed 
Input: 
password GibY8gNH2IXtsU3Rc/FwcA== 
username timcm@iovance.com.caresuat 
12. Approve TIL Order Request Passed 
Input: 
3PL PO TestData/3PL PO.pdf 
coinumber 202311118A 
patient_name cigniti, Autotest_hfjd7231117104312 
Output: 
patient full name Autotest_hfjd7231117104312 cigniti 
list [ "cigniti", "Autotest_hfjd7231117104312" ] 
plant_name Wuxi Advanced Therapies 
13. TIL_Order_OrderStatus_DefaultVerify_Add_Edit Passed 
Input: 
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Test 


14. 


Iss), 


16. 


(Ze 


18. 


19. 


20: 


Report 


OrderStatusOptionInput | Canceled 


ProvideCancellationReas Physician decision 
onOrRemov... 


Output: 
OrderStatusOutput Lot Requested 


TILOrder_OrderSave 


TIL_Order_COINumberStatus_DefaultVerify 
Input: 
verify_coi_number_status Retired 


Output: 
coi_number_status Retired 
TIL_Order_LOTNumberStatus_DefaultVerify 


Input: 
verify_lot_number_status Canceled 


Output: 

lot_number_status Canceled 
Click Related Tab (Health Cloud Portal) 
Output: 

coi number - 

Open TPF Form (Health Cloud Portal) 


Verify TPF Data History ( Health Cloud ) 
Input: 
TTPS Delivery Shipping : 


Address 

TPF Status Canceled 
Tumor Procurement - 
Surgeon 

Perform LogOut (Health Cloud) 


ANCCELQ 


Passed 


Passed 


Passed 


Passed 


Passed 


Passed 


Passed 
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